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FOREWORD 



This publication represents an initial ^^^P by NCES to respond to longstanding 
Congressional concern about problems related to access to Federal data. Tht Education 
Amendments of 1974 mandated NCES to participate with other agencies interested in 
education data to form a Federal consortium M^ich would improve access to Federal 
data on education. The Federal Interagency Cbnsortium of Users of Education 
Statistics provides a special opportunity for NCES to fUmisfa support in sohring that 
problem. 

In the initial development of the Consortium, the Secretary of Health, Bducation, and 
Welfare asked mor^ than 30 agencies to participate. Tht fine response of the agencies 
in delegating representatives for the Cbnsortium was hi^y gratifying and has made It 
possible to compile this directory, the first product of the Consortiam. At the first Ml 
meeting of the Consortium, which more than 50 persons attended, there was general 
agreement that an important step in meeting Cbngressional intent was to identify the 
data which actually exist and to make that information available to prospective users. 

NCES was pleased to commit the staff support for the Consortium in general and for 
this Directory of Federal A^ncy Education Data Tapes. We look forward to even 
more diverse support and the expansion of efforts to improve accessibility of Federal 
data. Barbara^ **f_NpK jtesew^ credit for ^n dehandedly^compiling^this^ 

7>ireHbry and "steering it to final completion and publication. Thanks are due to 
persons from the agencies represented in the Directory for their contributions to this 
fkst product. Mliam Dorfman, NCES, and John Alden, ASE, provided general 
guidance and direction to ttie project. 

NCES has attempted to focus this publication on the needs of the research/policy analysis 
community in the hope that extensive use will be made of the data described within. 
We solicit your comments on ways to improve this product and your suggestions for 
other Consortium services. 



Marjorie 0. Chandler 
Director, Division of Statistical 
Information and Studies 



Francis C. Nassetta 
Acting Deputy Administrator 
National Center for Education 
Statistics 
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INTRODUCTION 



BACKGROUND OF THE FEDERAL INTERAGENCY CONSORTIUM 

During the spring of 1974, hearings on **A BiU to Provide for Obtaining Certain Educational Statistics" 01R 
13991) and the '^Education Amendments of 1974** (S4379) were held In Washington, DX,, before education 
committees of the House of Representatives and Senate, respectively. Issues pertaining to the avallabiUQr and 
accessibiliQr of education data were expressed by a wide range of users throughout these hearings* Repeated^, the 
view was expressed that prospective users find it difTtcult to keep Informed about the availabillQr of 
education^relevant data. Frequently, even after learning about data of possible Interest, users did not know^whom 
to contact in order to obtain the information. 

In an effort to improve coordination among Federal agendes concerned with the collection and use of education 
data. Congress mandated the National Center for Education Statistics (NCES) of the Department of Healthy 
Education, and Welfare to work with other ag^des to form a consortium of Federal ag^cies Interested In 
education data. As stated in the Education Amendments of 1974 (Public Law 93-380, Section SOI), the mandate 
requires that: 

*The Center shall participate with other Federal agencies having a need for educational data In forming a 
consortium for the purpose of providing direct joint access with such agencies to all educational data 
received by the Center through automated data processing. Hie library of Congress, Genenl Accounting 
OfTtce, and the Committees on Labor and Public Welfare and Appropriations of the Senate and the 
Comrm^ 

^"purposes of diis subparagraph^ be considered Federal agencies." 

Since then, NOES has organized the Federal Interag^cv Consortium of Users of Education Statistics^ with a 
membership of more than 30 agencies Involved In the collection and use of education data. They are listed In 
appendix I on page 171. 

In general the Consortium members agreed that availability and accessibiliQr of education data obtatnable from 
Federal agencies were first priorities. Future areas for Consortium plannmg include user needs and priorities, 
standardization problems, and utilization of data for cross^gency analysis. 

This Directory of Federal Agency Education Data Tapes is the flrst product of the Consortium. It Identifies and 
describes education data bases available on coni|)uter tape from agencies of the Federal Government ^conducting 
education-relevant research and maintaining data systems. (Hie screening criteria^ used to help define the data of 
Interest for the Directory, are discussed on pages 2 through 3 In appendix 2 on page 1 73.) 

During the summer of 197S, representatives from each member agency the Consortium canvassed* their 
agpncies for education data bases which reside on computer tape. Each representative wrote a description of the 
available tapes in a specified format and submitted it to NCES for Inclusion In the Directory (see appendix 3 for 



*lhe compiehen$}veiie$s of coverage of tg^dcs reported data ba5es are Uius t faction of Uie method used by et^ lepresentaUve 
wjUtln his or her agency and may vary across agencies* Scxeenins tnd equation as to Uie quality ot Uie dau tte beyond the scope 
of this endeavor, since no oiteria wero stipulated by KCE5 or the Conmtlmii. 
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format.)** Tht Directory repiesents a compUation of the data base descriptions submitted to NCES during the 
period of June 1975 to October 1975. Consortium member agencies represented in the Directory are the 



Qvil Senice Cbnunisslon 


(CSC) 


Department of Cbmmerce/Census Bureau 


(CENSUS) 


Department of Health, Education, and Welfare 




Health Resources Administration 


(DHEW/HRA) 


National Center for Education Statistics 


(DHEW/NCES) 


National Center for Health Statistics 


(DHEW/NCHS) 


National Center for Social Statistics 


(DHEW/NCSS) 


National Institute of Education 


(DHEW/NIE) 


Onicc for Civil Rl^ts 


(DHEW/OCR) 


Offrce of Education 


(DHEW/OE) 


Department of Labor/Bureau of Labor Statistics 


(BL5) 


Energy Research and Development Administration 


(ERDA) 


National Science Foundation 


(NSF) 


National Archives and Records Service 


(NARS) 



SCREENING CRllBRIA 

in order to determme which data bases would be included In the Directory, screening criteria were developed by 
NCES. (See appendix 2 on page 173 for the specific criteria.) First, all data bases described In the Directory are 
available on magnetic computet tape. Data bases available In other machine -reada^ble form, such as card and disk, 
were requested but none reported. Future directories will expand the stor^e media coverage, although It Is 
expected that tape will be the predominant form of storage. Other screening Qnduslon/exclusion) criteria are 
based on data base chaiactetlstlcs such as geographic scope^ nonconfidentiality, and utility. 

All the dau described m the Duectot> are derived from sample or universe collection efforts that are national iii 
scope, thu$, the samples can consist of such areas as nationally sampled regions. States, Standard Metropolitan 
Statistical Areas (SMSA*s), counties, cities, or census blocks or tracts. No requirements were placed on the 
frequency uf data coUectiun. The (lata are collected^ recumng, pntriddic, or ohe^-tlme studie^^ a)iid"&'e iivallahle^In 
conformance with requirements of the confidentiality and privacy legislation. Most of the data are ofgeneral Inter 
est and use. With a few exceptions, data describing specific Federal programs such as data on participation rates, 
characteristics of participants^ and monies expended, are not Included In the Directory. 

In the development uf cntena fui the cuntent of the Diiectot> , deHneatron of the levels of education follows the 
usual classification of pieschooU elemeniar>/secondar>, and postsecondat> education and covers both public and 
nonpublic channels. Career/vocationali'technlcal data are Included In the elementary/secondary as well as 
postsecondary education Jassificatjun. The posuecondat> section also Includes hi^er, adult/continuing, and other 
tradiuonai and nontiadiuonal forma of education ^ch takes place beyond the years of compulsory school 
attendance. Although preschool and extension education as well as museum data were Included In the screening 
cmena, no apphcable data bases were reported. Similarly, whQe a special populations category was Included (e|; , 
education for the handicapped, gifted, culturally deprived, bilingual, aged, foreign and exdian^ students, and 
refugees), no data bases were reported. Demographic, vital Qnduding birth, ntanjage, and divorce), health, and 
welfare data bases contauung edu^tional background variables are Included. Manpower supply and demand data 
are mduded m the Duectory if the data pertain to educational institutions, educational personnel, or the 
educauonal experiences or backgrounds of ^^ersons in the labor force* There are also data on school anU public 
libraries and media centers and on Federal outlays for education. 

In general, the data bases included in the Diiectot> lA^nsist predominantly^of quantitative data, thus, bibliographic 
data bases such as the EducaUonal Resource Information Center (ERIC) of the National Institute of Education of 
the Department of Healthy Education, and Welfare are not Included. 



**£a<^ agency hid responsibility to ensure the accuracy of its descriptions Included in the Directoiy> 
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DATA BASE DESCRIPTION FORMAT 

Each destiiptiar iJentifies and charatiteiizes d ^pedflt data base. The descriptions are oriented to the substantive 
rather than technical considerations of the tapes, ^te the largest audience is assumed u consist of educational 
researchers, data ana!>sts, program managers, and pvhc>makers. The emphasis of the Diiector> is on describmg the 
basic methodological and substantive ^pett^ of the sijrve> of ^>stem from which the data are denved, the general 
content of the tape, and significant characteristics of the data. Although technical specificattons of the tape, such 
as the coinputei language b> which it was generated ot the character tode used, are not wirhin the scope of this 
product, such information is available from the appropriate contact. 

Each description provides contacts through whom general information oi an overview of the data base can be 
obtained When necessary, a dlstUittion is made between contacts for general information and those for access ro 
the tapes, Foi example, in the NCES destfiptions, a data tape may be purchased directly through the "Contact for 
Tape Access." Questions regarding the purchase of a tape are also directed to the ''Contact for Tape Access.'' 
Hovi^evei, information on the content of the survey (e^., specific data elemerits included and definitions of 
variables) and on the methodology of data coHettion (e.g., the mailout or interview procedure, response rate, and 
imputation) is obtainable tiirough the "Contact for General Information.'' 

Each description contains methodological information such as the date of data collection, the frequency (or, 
periodicity) of dLta collection. Identification and size of the sample or universe, and the umt of data collected* 
Substantive information on the objectives of the data tollettion effort and signifitant variables is also provided. Qn 
the "Significant Variables'* section, only major variables are included .) 

Selected characteristics of the data are specified, such as. v^hetheE the data can be accessed at and/or below the 
State level, whether J^ta are current (at the date of Jau collection), retrospective, longitudinal, projected, and/or 
derived fiom recordkeeping activities. For each data base, information is furnished on the cost of the tape. The 
tape format accompanies a tape vA^tn sent to a user. 

Although the Directory fc^tuses on eduutlon data on magnctiv. v^omputet tape^ additional information descnbmg 
auxiliary services provided by each ag^nv.) enables a u^er to determine whether the data can be obtainen by means 
special £abtJations,,,repv;i:._g:neiarIi4i,.oE- publivation^-iri^situdtii^ Lvmputei'dnd*pj\igraming^v.apabiliues- 
are not readily available to the usei. Questioru» vunterning auxiliary services may be addressed to the "^Contact for 
General Information'' unless otherwise stated. 

The format for the data base descriptions i^ ptcscntcd as figuEC I on page 4 The data base reporting form used by 
Consortium representatives is included as appendix 3 on page 175. 

ORGANIZATION OF THE DIRECTORY 

The Directory is organized as follows: 

Elementary/Secondary Education 

Postsccondary Education 

Demographic, VitaJ, Health, and Welfare Dara 

Manpower Supply and Demand 

Libraries and Media Centers 

Federal Outlays for Education 

Within each level of education and substantWe area, the dara base descriptions are ananged alphabetically by the 
agency which disseminates the data. In most cases, the agen^ di^minatjng the data tapes is also the collecting 
agency; however, in a fe^ instances they differ. Foi example, the National Archives and Records Service 
distributes tapes containing data vulletted by numerous other agencies, mUudmg the Manpower Administrauon of 
the Department of Labor, the OfTice of Economic Opportunity, and The President's Commission on Campus 
Unrest. 

3 
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Figure K-Format for^presenting data base descriptions in Directoi>' 

NAME OF AGENCY DISSEMINATING DATA TAPE 
NAME OF DATA BASE 

CONTACT FOR TAPE ACCESS: 

CONTACT FOR GENERAL INFORMATION: 

OBJECTIVES: 

DATEte) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY; 

SIGNIFICANT VARIABLES: 

OCSTOFTHETAPE: 

DATA CHARACTERISTICS 

DATA CAN BE ACCESSED AT STATE LEVEL: 

DATA CAN BE ACCESSED BELOW STATE LEVEL: 

DATA AR%;CURRENT: 

DATA ARE RETROSPECTIVE; 

DATA ARE PROJECTED; 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM RECORDKEEPING: 

AUXILIARY SERVICES 

SPECIAL TABULATIONS WILL BE MADE; 

REPORT^ENERATION CAPABILITY IS AVAILABLE: 

PUBLICATIONS ARE AVAILABLE: 
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OVERVIEW OF DATA 



Figures 2 and 3 ana> the data bases, according to slgnifiunt variables contained in the data ba:^^ by leyel of 
education or topic area for individuals and institutions respectively. On each table, the columns consist of the 
levels of education and topic areas, and the rows represent significant variables. For example, a user who is 
interested in Individudl -based achievement data at the elementary/secondar> level needs only to refer to the 
Achievement" row and the **£lementary /Secondary Education" column to see which tapes contain information 
of possible interest, in this case, seven tapes fmnish infoimation on achievement at the eleiuemary/secondary levelof 
education. TTic abbreviations in apital letters signify the agency disseminating the tape, and the numerals to the 
ri^t of the dots indicate the page on which the tape description begins. Thus ''DHEW/NCES shows that 

the tape description starting on the given page contains data disseminated by the National Center foi Education 
Statistics. A tape may appear in more than one cell if it contains data applicable to other sections. 

in general, variables sudi as achievement, educational attainment, educational experience, and socioeconomic 
characteristics are available for individuals. Such data include scores on verbal and nonverbal ability tests, career 
inventories, and grade averages, interests, attitudes, educational and occupational aspirations and plans of students, 
academic disciplines studied by students, and the teaching experience of staff. Information on the level of 
educational background of students or former students and their parents, education personnel, and persons in the 
Federal civilian workforce is available. 

The institutional variables include cumv^ulums and programs offered, de^ees conferred, employees, enrollment, 
finances, institutional characteristics, and physical facilities, institutional enrollment data are provided, for 
example, by sex, racial/ethnic group, and attendance and residence status. Financial data include revenues and 
expenditures, assets, and endowments, institutional characteristics comprise such items as type of control, 
accreditation status, level of offerings, and principal officers. Data are available on physical facilities, includmg the 
number of square feet of physical plant space by type and function of room. 

The actual data base descriptions follow. 
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Flguie2.-*Ovcrvlewofd^taonmdividu3h. Sigtiiflcant variables by level of education and related topics 



Elemcnbiy ind 
Secofidaiy 



DenK>£iaptilc, 
Vital, Hcilth, 



Manpower 
Supply aiHl 





Educathm 




Educttion 




and Welfaie 


Donund 


Adilcvtment 


DHEW/NCES . . 


. U 


DHEW/NCES.. 


. 69 


DHEW/NCES. 


.117 


CSC .....141 




DHEW/NCE5.. 


. 35 


DHEW/NCES.. 


.117 


dhew/nchs. 


.123 






DHEW/NCES.. 


. 69 


DHEW/NIE.... 


. 75 










DHEW/NCES.. 


.117 


DHEW/OE .... 


. 83 










DHEW/NlE.... 


41 


DHEW/OE .... 


. 85 










DHEW/NIE.... 


. 43 


DHEW/OE .... 


. 87 










t^ARS 


47 












Educational 


CEt^SUS 


.107 


CENSUS 


.107 


CENSUS 


.107 


CSC. 137 


Attaliunent ol 


CENSUS 


.109 


CENSUS 


.109 


CENSUS 


.109 


CSC 139 


Stud«nU 


DHEW/NCES.. 


. 35 


DHEW/HRA... 


.149 


DHEW/NCES 


.117 


CSC 141 




DKIvW/NCES.. 


. 39 


dhew/hra... 


.151 


dhew/nchs.. 


.121 


DHEW/HRA....149 




DHEW/NCES.. 


■ 69 


DHEW/NCES.. 


. 69 


dhew/nchs.. 


.123 


DHEW/HRA.... 151 




DHEW/NCES.. 


■ 117 


PHEW/NCES.. 


.117 


dhew/nchs.. 


.125 






DHEW/NIE.... 


• 41 


DHEW/NIE.... 


. 75 


dhew/nchs... 127 






DHEW/NIE 




DHBV/NIE 


77 


dhew/nchs.. 


.129 






DHEW/NIE.... 


. 89 


DHEW/NIE.... 
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■ 35 
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.133 


CSC 139 


Expetlcnoe 


DHEW/NCES.. 


. 69 


dhew/hra... 


.151 


DHEW/NCES.. 


.119 


CSC 141 


orStwknt^ 


DHEW/NCES.. 


.117 


DHEW/NCES.. 


. 69 


DHEW/NCHS.. 


.125 


DHEW/HRA....151 
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.123 
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.119 
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. 35 
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Sodoeconomlc 


DHEW/NCES.. 


. 35 


DHEW/NCES.. 


. 69 


CENSUS 


.107 
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DHEW/NCES.. 


. 69 


DHEW/NIE.... 


. 75 


CENSUS 


.109 
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DHEW/NIE.... 


. 41 


DHEW/NIE.... 


. 77 


DHTW/NCHS.. 


.125 




FoTtMf Studentt 


DHEW/NlE .... 


. 43 


NARS 


.133 
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.131 
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.133 





Media 
Centexa 



Fedenl 
Outlay* 



ERLC 



Figure 3.-0vervlew of data on institutions. SigniHcftnt variables by level of education and lelated topics 



Secondsry 



Pwt' 
Education 



Demo^ttphief 
VitUfHnlth, 
iitdWdftfc 



Offrtculmns DHEW/NCES... 19 DHEW/NCES... 51 DHEW/HRA ... 113 
KAdFioeniRS DHEW/NCES... 25 DHEW/NCES... 59 
DHEW/NCES... 29 DHEW/NCES... 71 
DHEW/NCES... 31 DHEW/NCES... 73 
DHEW/NCES... 35 DHEW/HRA ...113 
DHEW/NCES... 37 DHEW/OCR.... 81 

DHEW/OE 83 

DHEW/OE 85 

DHEW/OE 89 

HSF 97 

NSF 99 



Mmpowct 
Demind 



Iibnrie«/ 
Medlt 



Fed«itl 
Outbyt 



DHEW/NCES... 19 
DHEW/NCES... 37 
NARS 167 



coiir«ii«d 



.115 BRDA 
.113 ERDA 



Employees 



EmoUment 



Finance 



Instltutlonai 
OMracteHstlcs 



Phyikal 
Facilities 



DHEW/HRA....111 DHEW/NCES. 
DHEW/NCES... 53 DHEW/HRA , 
DHEW/HRA „.113 

ERDA 91 

ERDA 93 

ERDA 153 

ERDA 155 

DHEW/t^CES... 17 DHEW/NCES... 55 DHEW/NCES . 
DHEW/NCES... 19 DHEW/NCES... 71 DHEW/NCES. 
DHEW/NCES... 25 DHEW/NCES... 73 

DHEW/NCES... 29 HSF 103 

DHEW/NCES... 33 
DHEW/NCES... 35 
DHEW/NCES... 39 
DHEW/OCR.... 45 
DHEW/NCES... 37 



DHEW/NCES... 15 DHEW/NCES... 51 CENSUS 107 ERDA 

DHEW/NCES... 17 DHEW/NCES... 59 DHEW/HRA... .111 ERDA 

DHEW/NCES... 21 DHEW/NCES... 61 DHEW/NCES... 15 

DHEW/NCES... 23 DHEW/NCES... 65 DHEW/NCES... 17 

DHEW/NCES... 25 DHEW/NCES... 67 DHEW/NCES ...115 

DHEW/NCES... 29 DHEW/NCES... 7l DHEW/HRA ...113 
DHEW/NCES... 3: DHEW/NCES... 73 
DHEW/NCES... 33 DHEW/HRA ...113 
DHEW/NCES... 35 DHEW/OCR.... 81 

DHEW/NCES... 37 BRDA $1 

ERDA 93 

ERDA 153 

BRDA 155 

NSF 55 

DHEW/NCES... 17 DHEW/NCES... 57 DHEW/NCES ... 115 

DHEW/NCES... 19 NSF 97 

DHEW/NCES... 23 NSF ^39 

DHEW/NCES... 25 HSF iCU 

DHEW/NCES... 35 V 

DHEW/NCES... 21 DHEW/NCES... 51 CENSUS 107 

DHEW/NCES... 23 DHEW/NCES... 53 DHEW/HRA ... Ill 

DHEW/NCES... 25 DHEW/NCES.. . 59 DHEW/HRA ...113 

DHEW/NCES... 27 DHEW/NCES... 71 

DHEW/NCES... 29 DHEW/NCES... 73 

DHEW/NCES... 31 DHEW/HRA ...HI 

DHEW/NCES... 35 DHEWfHRA „,ii3 

DHEW/OCR.... 45 DHEW/OCR.... 81 

DHEW/OE 83 

DHEW/OE 85 

DHEW/OE 89 

NARS 95 

DHEW/NCES... 35 DHEW/NCES ... 63 



.153 
.155 



15 BLS 143 DHEW/NCES ...159 

17 BLS 145 DHEW/NCES... 161 

DHEW/HRA.... 147 DHEW/NCES ... 163 

ERDA 153 

ERDA 155 



.153 
.155 



DHEW/NCES •-159 
DHEW/NCES... 161 
DHEW/NCES... 163 



DHEW/NCES... 159 
DH£W/NCeS...161 
DHEW/NCES... 163 



DHEW/NCES... 159 



ERIC 



16! 



ELEMENTARY AND SECONDARY EDUCATION 

Page 

Department of Health, Education, and Wel&re/National Center for Education Statistics 13 
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Census Schpd District Fourth Count/£leinentary*Secondaiy General Information Survey 17 

Consolidated Program Information EleportCCPIR) 19 

Directory of Secondary Schools with Occupational CuTricuIunis,Public*Nonpublic 21 

Eiementaiy^Secondary General Information Survey (ELSEGIS) - Finance 23 

ELSEGIS- Nonpublic School Universe 25 

ELSEGIS -Public School Systems : 27 

ELSEGIS - Public School Universe 29 

ELSEGIS - Public Secondary School Course Offering, Enrollments, and Cuniculum Practices 31 

ELSEGIS - Staff 33 

Equal Educational Opportunity Survey 35 

National Assessment of Educational E^ogress (see Demographic, Vital, Health, and Welfare Data) 
National Longitudhial Study of the Hi^ School Qass of 1972 (^e Postsecondary Education) 

Office of Education Vocational Education Annual Reports 37 
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Assessment of Career Development and Career Planning, Grades 84 1 41 
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Department of Health, Education, and Welfare/Office for Ovil Rights 45 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 

ANCHOR TEST 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202^245-8460 

Dr. Charles Hanuner 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245-8712 



OBJECTIVES: To produce tables of score correspondence among widely used 

reading tests and to produce nationally representative nomis 
for these tests at the fourth, fifth, and sixth grade levels to 
enable comparison of data. 

DATE(S) OF DATA COLLECTION; April 1 972 - seven reading tests 

April 1973 - additional data on seven tests and data on an 
eighth test 



PERIODICITY OF DATA COLLECTION; One-time 

#♦ 

METHODOLOGY: April 1972 - equating phase - pairs of tests were administered 

to a sample of approximately 500 public and nonpublic 
schools; the sample contains 45,000 each fourth, fifth, and 
sixth graders. In the 1973 data collection, additional samples of 
approximately 5,000 each of these grades were tested. 



April 1973 - nonning phase - the Metropolitan Achievement 
Test was administered to a randomly selected stratified sample 
of more than 1,000 public and nonpublic schools; the sample 
contains approximately 70,000 each fourth, fifth, and sixth 
graders. 



SICMIFICANT VARIABLES: Pupil date of birth, sex, grade level, responses to individual test 

items, test scores, teacher-supplied pupil descriptions Qncluding 
mother tongue, handicap status); communiQr descriptive data; 
and State and school codei 



COST OF THE TAPE: $ 94 per ml (1600 BPI) 

$120 per reel (800 BPO 
5 reels - norming flle 
i reel — equating nie 
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ANCHOR TEST 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA AltE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY 
IS AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

No 

No 
No 

Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Marjdand Avenue, SW., 
Washington, D.C. 20202 Hione: 202-245-8824 
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DEPARTMENT OF HEALTH. EDUCATION* AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



CENSUS SCHOOL DISTRICT FOURTH COUNT 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF THE TAPE: 



Mr. Robert A. Hetntze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DC. 20202 
Phone: 202*245*8460 

Dr.WiUiani Dorfman 

Departmenl of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DX. 20202 
Phone: 202*245*8760 

To pcnnft Census socioeconomic data to be analyzed at the 
school district level. 

1970 

Census —decennial 

Approximately 12,000 school districts comprising all school 
districts with enrollment of more than 300 

Income, educational attainment, enrollment, dropout status, 
mother tongue, nativity, occupation, and employment, by 
school district 

$ 94perieel(1600BP0 
$120 per reel (800 BPD 
9 reels for the Nation 
1 reel for individual States 




CENSUS SCHOOL DISTRICT FOURTH COUNT 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED; 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



Yes 



Yes 



Yes (at the date of data collection) 

No (e}.cept fot some questions) 

No 

No 

No 



Yes, at cost, based on available manpower resources, contact 
Mr. Richard HeUbron, DHBW/NCES, 400 Maryland Avenue, 
SW., Washington, DX;. 20202 Phone: 202-245-8760 



No 



Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW^CES* 400 Maryland Avenue, SW., 
Washii^ton, D.C. 20202 Phone: 202*245^824 



NOTE: Microfiche u also avaittble; see "ConUct for Tape Access" 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



1970 CENSUS ^OOL DISTRICT FOURTH COUNT/ 1970 ELEMENTARY-SECONDARY 
GENERAL INFORMATION SURVEY (ELSEGIS) 

CONTACT FOR TAPE ACCESS: Mr. Robert A. Hcintzc 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202*245*8460 

CONTACT FOR GENERAL INFORMATION: Dr. William Dorfman 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202*245*8760 

OBJECTIVES: To permit Census socioeconomic data to he matched with 

institutional data obtained by NCES. 

DATE(S) OF DATA COLLECTION : 1 970 

PERIODICITY OF DATA COLLECTION: Census decennial; ELSEGIS - annual 

METHODOLOGY: See ELSEGIS-Finance and ELSEGIS-Staff feee paies 23 and 33). 

SIGNIFICANT VARIABLES: Census - income, educational attaimnent,enrolhnent, dropout 

status, mother tongue, natlviQr, occupation; 

ELSEGIS - staff - numtter of teaching and nonteaching staff 
by grade or specialty and educational level; 

ELSEGIS - finance - budgpt, revenues by source, 
expenditures by Qrpe, capital outlay and debt service. 

COST OF TAPE: $ 94 per reel (1600 DPI) 

$120 per reel (800 BPI) 
3 reels for the Nation 
I reel for individual States 
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1970 CENSUS SCHOOL DISTRICT FOURTH COUNT/1970 ELEMENTARY-SECONDARY 
GENERAL INFORMATION SURVEY (ELSEGIS) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RCTROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



PUBUCATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collectton) 

No (except for some questions) 

No 

No 

Yes 



Yes, at cost, based on available manpowei resources; contact 
Mr. Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone; 202-245-8760 

Yes, EDSTAT II terminal-accessed online data retrieval system, 
contact Mr. Robeit YuUl, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245.8760 

Yes, single copies are available from Refeiences, Estimates, and 
Projections Bianch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245-8824 



ERIC 



IS 



DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



CONSOUDATED PROGRAM INFORMATION REPORT (CPIR) 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY; 



SIGNIFICANT VARIABLES: 



COST OF THE TAPE: 



Mr. Robert A.Heintze 

Departifient of Health, Education^ and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245-S460 

Dr. Yeuell Harris 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone; 202-245-7791 

To collect nationally representative statistical data from local 
education agencies on Federally-assisted programs. To 
consolidate the reporting required by several bureaus in USOE. 

1970,1971,1972 

Periodic 

For 1970 through 1972 a systematic random sample of local 
education agencies (LEA's) with enrollments of 300 or more 
was stratified by State and enrollment size; a subsample of the 
2,600 districts in the States is a systematic random sample 
stratified by size of enrollment for 830 districts with 300 or 
more enrollment. An additional 188 districts were added to the 
sample because they had title VII^ title VIII, or 
Follow-Through programs. 

The 1973 sample was stratified by region only and consisted of 
756 randomly selected LEA's plus 260 additional districts 
having title VII, title VIII, or Foliow-Ihrou^ programs. 

Participation, staffing, and expenditures on specific 
Federally-aided programs that offer educationally-oriented 
services of the Elementary and Secondary Education Act 
(ESEA), The National Defense Education Act (NDEA), Title 
IV of the Civil Rights Act (CRA), the Vocational Education 
Act (VEA), and Follow-lhrough. 

$94 per reel (1600 BPD-- 1 reel per year 
S 120 per reel (800 BPI) - 1 reel per year 

2 reels for 1971 and 1972 
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CONSOUDATED PROGRAM INFORMATION REPORT (CPIR) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILiTY IS 
AVAILABLE; 

PUBLiCATIONS ARE AVAILABLE. 



Yes (except for 1973) 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

No 
No 



YeS) single copies ace available from References, Estimates, and 
Projections Branch, DHBW^CES, 400 Maryl^d Avenue, SW., 
Washington, DC. 20202 Rione: 202*245-8824 
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DEPARTMENT OF HEALTH^ EDUCATION* AND WELFARE/NATIONAL CENTER 

FOR m)UCATION STATISTICS 



DIRECTORY OF SECONDARY SCHOOLS WITH OCCUPATtONAL 
CURRICULUMS.PUBUC -NONPUBUC 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFQRMATION: 



OBJECTIVES: 

DATE{S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF THE TAPE; 



Mr. Robert A, Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, Sw. 
Washington, D,C. 20202 
Phone: 202-245^8460 

Dr. Robert Calvert 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW, 
Washington, D,C, 20202 
Phone; 202^245-8340 

To provide comprehensive infomation on career training 
opportunitKs and to provide a complete universe of institutions 
from which samples may be drawn in circulating questionnaires 
designed to answer pressing questions facing career education, 

September 1971 
One-time 

Complete enumeration of the universe of 17,460 publk and* 
private institutions at the secondary level offering vocational 
education programs. 

Identification and location of institutions, size of total and 
vocational enrollments, and vocational programs offered. 

$94 per reel (1600 BPI) - 1 reel per year 
$120perreel(80OBPl)^ 1 reel per year 
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DIRECTORY OF SECONDARY SOiOOtS WITH OCCUPATIONAL 
CURRICULUMS, PUBUC - NONPUBLIC 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL; 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIN^D FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAIUBLE; 



No 
No 

Yes (at the date of data collection) 

No 

No 

No 

No 



Yes, at cost, based on available manpower resources; contact 
Mr. Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D£. 20202 Phone: 202*245-8760 



No 



Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION* AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



ELEMENTARY AND SECONDARY GENERAL INFORMATION 
SURVEY (ELSEGIS) - FINANCE 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue^ $W. 
Washington, D.C. 20202 
Phone: 202*245-8460 

Mr. Gerald Kahn 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW, 
Washington, D.C, 20202 
Phone: 202-245*8245 



OBJECTIVES: 



To provide statistics to implement the provisions of the 
National Defense Education Act, Elementary and Secondary 
Education Act, and the Education Amendments of 1974 and to 
determine educational needs and indicate how resources are 
utilized at the local level. 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



1969-70 and 1970*71 (1972-73 available inid4976) 
Annual (except for 1971-72) 

The universe of local public school districts (or systems) in the 
U.S. was stratified into sbc enrollment size categories. AUschool 
districts with 5,000 or more enrollment were included in the 
1969-70 sample and all school districts with 10,000 or more 
pupils enrolled were included in the 1970-71 samples. A 
systematic probability sample of school districts was drawn 
from each of the remaining strata each survey year. 

Sample size 

1969-70 : 5,065 local public districts (out of a universe of 
17,400) 

1970*71: 2)520 local public districts (out of a universe of 
17,000) 

Revenues by local, State, and Federal sources; non-revenue 
receipts, expenditures by type; capital outlay; debt service; 
average daily attendance, and membership. 

$ 94 per reel (1600 BP!) - 1 reel per year 
$120 per reel (800 BPI) - 2 reels per year 
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ELENIENTARY AND SECONDARY GENERAL INFORMATION 
SURVEY (ELSEGB) - FINANCE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE; 

PUBLICATIONS ARE AVAILABLE, 



Yes (foM969-70 only) 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources, contact 
Mr. Richaid HeQbron, DHEW^JCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245*8760 



No 



Yes, sin^e copies are available ftom References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Rione: 202-245*8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



ELEMENTARY AND SECONDARY EDUCATION GENERAL INFORMATION 
SURVEY (ELSEGIS) - NONPUBUC SCHOOL UNIVERSE 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S)OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



COST OF THE TAPE: 



Mr, Robert A-Heintzc 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, Dr. 20202 
Phono: 202-245 -8460 

Ms. Bea Mongello 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, Dr> 20202 
Phone: 202*245-8245 

To provide for the entire nonpublic sector of elementary and 
secondary schools data comparable with those for the public 
sector. 

Fall 1970 

Quinquennial 

Complete enumeration of the universe of all 21,000 nonpublic 
elementary and secondary schools. 

Name and address of sphoo), name of school district in which 
the school is located, school currlculums offered, number of 
pupils In membership by grade, number and type of 
professional nonteaching staff, number of fulklme classroom 
teachers by sex and age, total capital outlay, and assessed value 
of plant. 

$94 per reel (1600 BPI)^lreel 
S120 per reei ^00 BPI)-- 1 reel 
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ELEMENTARY AND SECONDARY^EDUCAIION GENERAL INFORMATION 
SURVEY (ELSEGIiS) - NONPUBLIC SCHOOL UNIVERSE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVB: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes iat the date of data coilectlon) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources, contact 
Mr. Richard HeUbron, DHEW/NCES, 400 Maryland Avenue, 
SW.J Washington, D.C. 20202 Rione: 202-245-8760 



No 



Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202.245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WiELFARE/NATIONAL CENTER 

FOR EDUCATION STAT^£pS , 



ELEMENTARY AND SECONDARY EDUCATION GENERAL INFORMATION 
SURVEY ^LSEGIS) - PUBLIC SCHOOL SYSTEMS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODiaTYOFDATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF THE TAPE; 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245-8460 

Mr. Jeffrey WUiams 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245'8653 

To permit the educational community to draw statistically 
valid samples* from v/Ucti State or national estimates can be 
made and to provide a mailing list of school systems. 

Fall 1969 through fall 1973 

♦ 

Annual (except for 1974-75) 

Complete etiumemtioti of the universe of all public school 
districts in the US. and outlying areas. 

Sitmple size 

1969: 18,655 
1970: 17,498 
1971: 16,771 
1972: 16,515 
1973: 16338 

Name, address, county, grade span, size of system, number of 
schools, and SMSA designatioti. 

S 94 per red (1600 BPI)" 1 reel per year 
$120 per reel (SCO BIT) - 1 reel per year 
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ELEMENTARY AND SECONDARY EDUCATION GENERAL INFORMATION 
SURVEY (BLSEGB) - PUBLIC SCHOOL SYSTEMS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE; 



Yes 
Yes 

Yes (at the date of data coUection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources; contact 
Mr. Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone; 202-245^760 

No 



Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
WasWngton, Dr. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WEUFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



ELEMENTARY AND SECONDARY EDUCATION GENERAL INFORMATJON 
SURVEY (ELSEGIS)- PUBLIC SCHOOL UNIVERSE 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY: 



SIGNIFICA^fr VARUBLESi 



COST OF THE TAPE: 



Mr Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW, 
Washington, D*C* 20202 
Phone: 202^2*5^60 

Ms* Bea Mon^IIo 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D*C* 20202 
Phone; 202^245^8245 

To provide a comprehensive listing on a regional basis of every 
public elementary and secondary day school in the U*S* and 
outlying areas. 

Fall 1969 through fall 1972 

Periodic 

Complete enumeration of the universe of every public 
elementary and secondary day school in the U*S. and outlying 
areas. 

Sample size 
1969:81,972 1971:89^33 
1970:82,872 1972:90,891 

Name and address of school, county, district; programs offered; 
number of pupils and teachers by organizational level; and 
number ofgraduates from grade 12* 

$94 per reel (1600 BPI)- I reel per year 
$120 per reel (800 BPI) 2reels per year 
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ELEMENTARY AND SECONDARY EDUCATION GENERAL INFORMATION 
SURVEY (ELSEGIS) - PUBLIC SCHOOL UNIVERSE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources; contact 
Mr. Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245*8760 

No 



Yes, single copies are available from References. Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 

ELEMENTARY AND SECONDARY GENERAL IN FORMATIO N SURVEY (ELS EGISJ - PUBLIC SECONDARY 
SCHOOL COURSE OUfFERINGS, ENROLLMENTS, AND CURRICULUM PRACTICES 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S)OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245-8460 

Mr. Logan COstemdorf 

Department of Health, Education, and Welfare 

National Center for Education Statistics 

400 Maryland Avenue, SW. 

Washington, D.C. 20202 

Phone: 202-245-8648 

To provide information concerning the subjects offered in 
public l<igh schools In the 50 States and D.C. 

March 1973 (data apply to 1972-73 academic year) 

Periodic 

The sample consists of 8,143 public senior high schools, public 
junior high schools, and public combined junior>senior high 
schools stratified by State, large city, enrolhnent, type of 
school. The universe totaled 22,066 such schools. 

Enrollment, offerings, and length of courses; school size; and 
school type by grade level. 

$94 per nti (1600 BPI) - 1 reel 
$120 per reel (800 BP!) - I reel 
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ELEMENTARY AND SECONDARY GENERAL INFORMAHON SURVEY (ELSEGIS) ^ PUHLIC SECONDARY 
SCHOOL COURSE OFFERINGS, ENROLLMENTS, AND CURRICULUM PRACnCES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE; 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

No 

Yes 

No 

No 

Yes 

No 
No 



Yes, single copies ate available from References, Estimates, and 
Projections Branch. DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION , AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



ELEMENTARY AND SECONDARY GENERAL INFORMATION 
SURVEY (ELSEGIS) - STAFF 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
WasIiington,D.C, 20202 
Phone: 202*245*8460 

Mr. Warren Hughes 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone; 202*245.8245 

To provide a comprehensive listing and to classify schools and 
school systems by size, compute pi^il/staff ratios in several 
ways and permit various other analyses. 

1969*70 through 1971*72 

Annual (except for 1972*73) 

Tht universe of all local public school districts in the 50 States 
and was stratified into enroIlment*size categories. All 
school districts with 10,000 or more pupils enrolled were 
included in the 1969 and 1971 sample, Tlie 1970 sample was a 
State^representative sample; certainty sizes varied from State to 
State. A systematic random sample of school disMcts was 
drawn from each of the remaining strata each survey year. 

Sample size 

1969: 1,645 (out ofatota] of 17,980) 
1970: 5,1 14 (out of a total of 17,250) 
1971: 2,551 (out of a total of 16,581) 

Number of local education agency staff personnel by position 
assignment, of nonprofessional instructional staff, professional 
instructional staff, nonprofessional noninstructional staff; and 
pupil membership by level of education. 

S 94 per reel (1 600 BPI)-1 reel per year 
$120 per reel ^00 BPD - 1 reel per year 
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ELEMENTARY AND SECONDARY GENERAL INFORMATION 
SURVEY ^ISEGIS) - ST.WF 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BEIX3W STATE LEm: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABtXATlONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



Yes (for 1970-71 only) 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources, contact 
Mr. Richard Heilbron, DHEW^CES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-24S.8760 



No 



Yes, single copies are available txom References, Estimates, and 
Projections Branch, DHEW^CES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202.24S.8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATI6N/\L CENTER 

FOR EDUCATION STATISTICS 



EQUAL EDUCATIONAL OPPORTUNITY SURVEY (BEOS) 



GONTACT FOR TAPE ACCESS: 



CONTACT FORGENERAL INFORMATION: 



OBJECTIVES: 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION : 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF THE TAPE: 



Mr. Robert A.Heintxe 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245*8460 

Dr. Kenneth Tabler 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DC. 20202 
Phone; 202*245*8766 

To determine the extent to which racial and ethnic groups are 
segregated from one another in public schools and to determine 
whether schools offer equal educational opportunities in terms 
of criteria regarded as indicators of educational quality. 

September and October 1965. 

One-time 

A probability sample was stratified by geographical location 
and county, consisting of 4,000 public schools; of these schools 
645,000 third, sixth, ninth, and twelfth grade pupils and all 
teachers, principals^ and district superintendents were surveyed. 

Characteristics of schools - racial composition^ physical 
facilities and educational resources, curriculums offered, 
academic practices; chaiacteristics of teachers - education and 
teaching experience^ salary leveU attitudes; characteristics of 
students-socioeconomic background^ education of parents, 
attitudes toward self and others, academic aspirations. 

$120 per reel - 34 reels (800 BPI only) 
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EQUAL EDUCATIONAL OPPORTUNITY SURVEY (EEOS) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



No 
No 

Yes (at the date of data collection) 

No 

No 

No 

No 

No 
No 



No, the publication Equality of Educational Opportunity by 
James Coleman et al, is out of print but is available at many 
public and school libiartes. 
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DEPARTMEIMT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



OFFICE OF EDUCATION VOCATIONAL EDUCATION ANNUAL REPORTS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF THE TAPE: 



Mr Robert A Heintze 

Department of Health, Educatioa^ and Welfare 
National Ceater for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DX^. 20202 
Kione: 202-245^8460 

Mr> Harold Duis 

Department of Health, Education, and Welfare 

Office of Education 

7th and D Streets, SW> 

Washington, D.C. 

Phone:202-245-9430 

To provide fuiancial and performance reporting on 
State^administered programs supported under the Vocational 
Education Act for use in program monitormg and policy 
formulation > 

June 30, 1972, 1973, and 1974 
Annual 

Complete enumeration of the universe of State Education 
Agencies having divisions of or sections for vocational education. 

Progiam outl^s broken down by purpose and level of 
education; number of teadiers broken down by level of 
education and instructional program; enrollments broken down 
by level of education and instructional program. 

S94 per reel (1600 BPD - 1 reel per year 
S120 per reel (800 BPI)- 1 reel per year 
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OFFICE OF EDUCATIOSN 



VOCATIONAL EDUCATION ANNUAL REPORTS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 



Yes 
No 

Yes (at the date of data collection) 

No 

No 

Yes (for some questions) 
Yes 

No 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



No 



Yes, single copies aie available ftom References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone; 202-245-8824 
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DEPARTME^^r OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



\ VOCAnONALEBUCAnON: CHARACTERISTfCS OF SECONDARY STUDENTS AND STAFF ^ 

CONTACT FOR TAPE ACCESS: Mi. Robert A. Heintzc 

Department of Healthy Education^ and Welfaie 
National Centei foi Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Plione: 202*245^460 

CONTACT FOR GENERAL INFORMATION: Di. Robeit Caiveit 

Depaitment of Health, Education, and Welfare 
National Centei for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202^245^8340 

OBJECTIVES: To desciibe those invoked in vocational education to 

determine whether vocational education piograms serve special 
groups. To supply data on vocation education teachers to 
provide a picture of their qualifications and give the basts for 
piojecting leplacement needs. 

DATE(S) OF DATA COLLECTION: 1972 

PERIODiaTY OF DATA COLLECTION: Tiiennial 

METHODOLOGY: (1) The main sample of schools Inchided in the Diiectory was 

stiatified by kind of program, and an Independent sample was 
diawn fiom each strata with a piobabflity proportional to the 
measuie of size. The school principal for each sampled school 
listed the teachers who taught any courses in the selected 
school/program and then selected a teachei(s) to be sampled by 
rules piovided to him. The sampled teachei piovided a itst of all 
couises taught in the sampled piogiam atea.One class fiom this 
list, with equal probability, was selected as the sample class. 
(Size = 2,504) (2) The sample of piogiams not In the Diiectory 
was ^ piobabllity sample (Size = 1,151) (3) The supplemental, 
district sample was a systematic sample of one^half of the 
districts (i.e.,systenis), and these districts furnished listings of 
their distiict*administeied classes,.if any. (Size = 800 districts; 
778 classes were selected from the 587 districts lepoiting 
classes) 

SIGNIFICANT VARIABLES: Student background and family chaiacteiisttcs, pait-time and 

full-time employment held by students and theii vocational 
courses, plans for future study, and employment; and 
professional qualifications and teaching experience of staff. 

COST OF TAPE: $94 pei leel (1600 BPl) - 1 leel 

S 120 per leel (800 BP!) - 1 leel 
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VOCATIONAL EDUCATION: CHARACTERISTICS OF SECONDARY STUDENTS AND STAFF 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECLiL TABULATIONS WILL BE MADE: 

REPORT-CENERATION CAPABIUTY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



No 
No 

Yes (at the date of data collection) 

No 

No 

NO 

Yes 

No 
No 



Yes, sin^e copies are available from Refeiences, Estimates, and 
Prtgections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245^824 
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DEPARTMENT OF HEALTH, EDUCATION , AND WELFARE/NATIONAL INSTITUTE 

OF EDUCATION 



ASSESSMENT OF CAREER DEVELOPMENT AND CAREER PLANNING, 

GRADES 8-1 1 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANTVARIABLES: 
COST OF TAPE: 



Mr. Ivan Chamer 

Department of Health, Education, and Welfare 
National Institute of Education 
Wa^ington.DjC. 20208 
Phone: 202-254*5650 

MrJvan Chamer 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington, DjC. 20208 
Phone 202-254-5650 

To study the career-related characteristics »f students and to 
determine the general career understanding level of students 

1973^ 

One-time 

A i/5 random sample of 32,000 8th- to llth-graders from a 
national probability sample of 197 secondary schools. 

Socioeconomic status, educational background, race, sex, 
interest, experience, ability scores, career preferences, and 
career development inventory scores. 

Available on loan 



ERIC 



ASSESSMENT OF CAREER 



DEVELOPNfENT AND CAREER PUNNING, 
GRADES 8-11 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL- 
DATA ARE CURRENT: 
DATA ARE RETROSPECTIVE: 
DATA ARE PROJECTED: 
DATA ARE LONGITUDINAL; 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



No 
Yes 

Yes (at the date of data collection) 

Yes 

Yes 

No 

No 

No 
No 



PUBLICATIONS ARE AVAILABLE: 



No 



k2 



DEPARTMENT OF HEALTH, EDUCATION* AND WELFARE/NATIONAL INSTITUTE 

OF EDUCATION 

PROJECT TAUNT UTH GRADE PUBLIC USE SAMPU 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY; 

SIGNIFICANT VARIABLES; 
COST OF TAPE: 



Mr. Ivan Charner 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington, D.C. 20208 
Phone; 202*254*5650 

Mr. Ivan Charner 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington* DJC. 20208 
Phone; 202-254.5650 

T9 study American high school students to understand the 
nature and development of the talent of America's young men 
and women. 

1960> 1961,1965,1971 

One^year, 5*year and 1 Nyear follow-ups 

Five percent probability sample of the Nation's schools; l/28th 
random sample of the 400,000 students originally surveyed. 

General ability, aptitudes, and talents; interests and activities; 
family background; future plans; and occupational and 
educational achievements. 

Available on loan 
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PROJECT TALENT - I ITH GRADE PUBUC USE SAMPLE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE UVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE-RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

Yes 

Yes 

Yes 

No 

No 
No 

No 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/OFFICE FOR 

a VIL RIGHTS 



ELEMENTARY ANDSECONDARY SCHOOL CIVIL RIGHTS SURVEY 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 



DATE(S) OF DATA COLLECTION: 
PERiODlClTY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES. 



COST OF TAPE: 



Mr. Al HiU 

Department of Health, Education, and Welfare 

Office for Civil Rights 

330 Independence Avenue, SW. 

Washington, D.C. 20201 

Phone: 202*245*7070 

Mr. Al Hill 

Department of Health, Education, and Welfare 

Office for Civil Rights 

330 Independence Avenue, SW. 

Washington, D.C. 20201 

Phone: 202*245*7070 

To obtain data to reflect the degree to which the Nation's 
public elementary and secondary schools comply with the 
requirements of title VI and titte IX of the Education 
Amendments of 1972. 

Fall 196Sthrough fall 1974 

Annual 

In 1968, 1970, and 1972 the fall surveys covered about 8,000 
school districts with between 70,000 and 75,000 individual 
schools. The percent sampled varied by the size of total 
enrollment of the school district; the samples were enriched by 
additional districts chosen because of special compliance or 
other monitoring activity of interest to OCR, In 1969, 1971, 
and 1973 a **small" survey of high interest school districts was 
conducted, the **small** surveys were drawn as subsets of the 
**even" year surveys and covered about 3,000 school districts 
with between 35,000 to 40,000 schools. 

In 1968, 1969, 1970, 1971, and 1972 the faU surveys adwd 
questions at both the district and school levels about student 
enrolhnent by raclal/ethntc groupings and faculty assignment 
by racial/ethnic groupbigs. In 1973 and 1974 the surveys were 
converted to pure enrolhnent surveys, with the Equal Employ* 
ment Opportunity Commission having responsibility for collect- 
ing faculty data. 

S70 per reel - I reel per year. 
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ELEMENTARY AND SECONDARY SCHOOL CIVIL RIGHTS SURVEY 



Yes 



Yes 



DATA CHARACTERISTICS: 

DATA CHARACTERISTICS 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 
SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: 
NOTES 

* Tape is partially edited. 

* The (naitlculu questiuiu Jut b^ve been aAed and the fiaiubutu dutri«.t» whibli have been ^>uveyed have Junged uvei the seveiai 
^catiofthe Hiivey to leflekt the ^dflt; needs Mid lequliemenu uf theu^ce. When using the smey dttafltes^ituunpuituit (u 
realize that these Airveys have been deigned la suppuil OCRin the kvi.ipliance munituring lespunsibUity nthei than piuvtdmga 
iwntinuous mivey •J.mogt uf the sdtoul diitrikU m the L'nited States. This hasietulted m widely vaiyingcovet^iaicarvuiattuns 
in tX>tIiog sthemes^ and nulatiuns in the spCkifU questtuns and methvdulugy that have been employed. Theic has been nu atteni[itt 
eithei Implidt oi expliut, tu systematically tiavk aU of the schoul dlslrltttin the Uiuted States, rcithcnnoter thete has been nu 
attempt to ^ttematlcally track selected subsets of school districts In the United Sutes ovei time. 



Yes (at the date of data ooliection) 

No (except for a few questions) 

No 

No 

No 

No 
Yes 

Yes ffor 1968 and 1972 only) 
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NATIONAL ARCHIVES AND RECORDS SERVICE 



OFFICE OF ECONOMIC OPPORTUNITY - EXPERIMENT IN PERFORMANCE 
CONTRACTING: INTERIM PERFO^IMANCE OBJECTIVE FILE, PARENT 
QUESTIONNAIRE FILE, FIRST YEAR ANALYSIS FILE AND 
SECOND YEAR ANALYSIS FILE 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COUECTION; 
METHODOLOGY; 

SIGNIFICANT VARIABLES; 
COST OF TAPE; 



Mr. Charles Gellert 

National Archives and Records Service 
Machine Readable Archives Division 
Washington, D.C. 20408 
Phone: 202-376-8808 

Mr. CharlesGellert 

National Archives and Records Service 
Machine Readable Archives Division 
Washington, DX. 20408 
Phone:202-376-8808 

To determine if performance contracting in education (paying 
private contractors in proportion to their success in raising 
achievement levels of students) could be more cost effective 
than other programs designed to improve the readtng and 
mathematical achievement of previously identified low scoring 
students. 

August 31 , 1970 to July 23, 1972 
One-time 

A national sample of all school districts in ihe Nation used iOO 
schools in 20 volunteer school districts. 

Program objectives, grade, site (restricted until 1977), parents* 
attitudes and aspirations concerning ihe school and child^ 
family history, race, sex, school attendance, and scores on 
standardized tests* 

$60 per reel - 1 reel per file 
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OFFICE OF ECONOMIC OPPORTUNITY - EXPERIMENT IN PERFORMANCE 
CONTRACTING: INTERIM PERFORMANCE OBJECTIVE FILE, PARENT 
QUESTIONNAIRE FILE, FIRST YEAR ANALYSIS FILE AND 
SECOND YEAR ANALYSIS FILE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE. 



No 
No 

Yes (at the date of data collection) 

No 

No 

Yes 

Yes 

Yes (on a limited basis) 
No 



Yes (final report available from National Technical Information 
Service, U.S. Department of Cbmmercc, 5285 Port Royal 
Road, Springfield, Virginia 22161 Phone: 703*321^543 
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POSTSECONDARY EDUCATION (INCLUDING POSISECONDARY, HIGHER EDUCATION^ 
ADULT/OONTINUING. AND VOCATIONAl^TECHNICAL EDUCATION) 

Page 



Department of Healthi Education^ mA Welfare/National Center for Education Statistics 51 

Directory of Post secondary Schools with Occupational Programs 51 

H^er Education General Information Survey (HEGIS) - College and University Libraries (see Libraries) 

HEGIS - Earned Degrees Conferred 53 

HEGIS - Employees ~ Number and Characteristics and Salaries of Employees 55 

HEGIS -Financial Statistics 57 

HEGIS - Institutional Characteristics (Higher Education Directory) 59 

HEGIS - Opening Fall Enrollment 61 

HEGIS "Physical Facilities 63 

HEGIS ^ Residence and Migration of Students 65 

HEGIS -Students Enrolled for Advanced Degrees 67 

National Assessment of Educational Progress ^AEF) (see Demographic, Vital, Health, and Welfare) 

National Longitudinal Study of the High School Gass of 1972 69 

Office for Civil Right'sSurvey of Postsecondary Area Vocational Schools 71 

Office of Educationr Vocational Education Annual Reports (see Elementary and Secondary Educauon) 
Participation in Adult Education (see Demographic, Vital, Health, and Welfare) 
Survey of Programs and Enrollments in Public and Private Postsecondary Schools 

With Occupational Curriculums 73 

Department of Health, Education, and WeUare/Nationallnstitute of Education 75 

ACTCarecrHanningProgram,Gradesl243 75 

Explorations in Equality of Opportunity 77 

NORC June 1961 College Graduating Class, Waves \BCDE 79 

Department of Health, Education, and Welfare/Oinoe for Civil Kiguts 81 

Higher Education Civil Rights Survey 81 

Department of Health, Education, and Welfare/Otftce of Education 83 

College Work Study Program 83 

Special Services for Disadvantaged Students Program 85 

Talent Search Program 87 

Upward Bound Program 89 

Ei^igy Research and Development Administration 91 

NuclearEngineeringEnroUmentsandDegrees \. 91 

Radiation Protection ^oUments and Dt^rees 93 

National Archives and Records Sendee 95 

Department of Labor - National Longitudinal Survey (see Demographic, Vital, Health, and Welfare) 

The President's Commission on Campus Unrest - Survey of Campus Incidents , 95 

National Science Foundation 97 

Interagency Reportii^ System ot Federal Support to Universities, Colleges, and Selected Nonprofit 

Institutions 97 

Survey of Graduate Science Student Support and Postdoctoral 99 

Survey of Scientific Activities in Institutions of Higher Education ^ Expenditures 101 

Survey of Scientific Activities in Institutions of High Education - Manpower 103 



49 



DEPARTMENT OF HEALTH* EDUCATION, AND WEUFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



DIRECTORY OF POSTSECONDARY SCHOOLS WITH OCCUPATIONAL PROGRAMS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 



DATE(S) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY; 

SIGNIFICANT VARIABLES: 

COST OF THE TAPE: 



Mr. Robert A. Helntze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone; 202-245-8460 

Ms. Evelyn Kay 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone; 202-^5-8340 

To provide comprehensive information on career training 
opportunities and to provide a complete universe of institutions 
from which samples may be drawn in circulating questionnaires 
to answer pressing questions facing career education. 

1971 and 1973 

Biennial 

Complete enumeration of the universe of 10,731 in 1971 and 
10,000 in 1973 public and private postsecondary institutions 
offering vocationai education programs. 

Identification and location of institutions, size of vocational 
enrollments, vocational education programs offered, and 
specific accreditation daU. 

S94 per reel (1600 BPI)- 1 reel per year 
S120 per reel (800 BP!) - 1 reel per year 
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DIRECTORY OF POSTSECONDARY SCHOOLS WITH OCCUPATIONAL PROGRAMS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEH»ING: 

AUMUARY SERVICES: 

SPECIAL TABULATIONS WI LL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

No 



Yes, at cost, based on available manpower resources; contact 
Mr. Richard Heilbron, DHEW^CES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245.8760 

Yes, EDSTAT II terminal-accessed online data retrieval system; 
contact Mr. Robert Yuill, DHEW/NCES,400 Maryland Avenue, 
SW.,WasWn«ton, D.C. 20202 Phone: 202-245-8760 

Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Rione: 202.245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



1 



fflGHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - 
EARNED DEGREES CONFERRED 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



Mr. Robert A. Heintze 

Department of Healtli, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Hione: 202^245-8460 

Mr. Curtis Baker 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone:202-245-8392 

To provide information on principat output of the institutions 
of higher education and to provide Federal agencies 
information on people being educated in the specialities in 
which they are Interested. 

Fall 1969-70 through fall 1973-74 academic years 

Annual 

Complete enumeration of the universe of all public and 
nonpublic 2- and 4-year institutions of higher education. 
Starting in 1972, the universe consists of all these institutions 
and their branches. The size of the universe for eadi year is: 



SIGNIHCANT VARIABLES: 



COST OF THE TAPE; 



1969: 2,814 
1970: 2>843 
1971: 2,893 



1972: 2^45 
1973; 3^15 



First professional degrees conferred in selected fields; badie- 
Ior% master^s, and doctor^s degrees conferred in selected 
disciplines; degrees aiid awards based on less than 4 yean of 
work beyond high school. 

$ 94 per reel (1600 BPI) - I reel per jear 
$120 per reel (800 BPI) - 1 reel per year 
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mCHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - 
EARNED DEGREES CONFERRED 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY is 
AVAILABLE: 



PUBUCATIONS ARB AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources; contact 
Mr. Ridiard Heilbron, DHEW/NCES, 400 Maryland .Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245*8760 

Yes, EDSTAT II tenninal^ccessed online data retrieval ^stem; 
contact Mr. Robert Yuill, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245-8760 

Yes, sin^e copies are available from References, i^tunates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH^ EDUCABON, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



HIGHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - EMPLOYEES: 
NUMBER AND CHARACTERISTICS AND SALARIES 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF THE TAPE: 



Mr. Robert A Hcintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245-8460 

Mr. Richard M. Beazley 

Department of Health, Education, and Welfare 

National Center for Education Statistics 

400 Maryland Avenue, SW, 

Washington, D.C. 20202 

Phone: 202'245'8392 

To provide tnfonnatton on the number and characteristics of 
employees which can be related to other variables and to 
provide information on administrators' salaries and faculty 
compensation. 

1971 (salaries only) and 1972(1974 avaUable mid'I976) 
Annual 

Complete enumeration of the universe of all public and 
nonpublic 2* and 4-year institutions of higher education. 
Starting in J972, the universe consists of all these institutions 
and their branches. The size of the universe for each year is; 

1971: 2,893 
1972: 2,945 

Number of employed personnel by primary function and 
employment status; number of faculty by rank, sex, and 
highest educational level attained; and salaries of full*time 
administrators and faculty. 

$94 per reel (1600 BPI) - 1 reel per year 
S 120 per reel (800 BPI) - 1 reel per year 
2 reels for 1972 



NOTFr Users may encounter a delay in obJainlng the upes conUtnlng salary data d^^c to cdiJtng of confidemial tnfotmation. 
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ffiGHER EDUCATION GENERAL INFORMATION SURVEY OIEGIS) - EMPLOYEES; 
NUMBER AND CHARACTERISTICS AND SALARIES 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
recordkeeping: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. Yes, at cost, based on available manpowei lesouices, contact 

Mr, Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245-8760 ' 

REPORT-GENERATION CAPABILITY IS No 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. Yes, single copies are avafiable from References, Estimates, and 

Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW.» 
Washington, D.C. 20202 Phone: 202-245-8824 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



HIGHER EDUCATION GENERAL INFORMATION SURVEY (HEGK) - 
FIN ANCUL STATISTICS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 



DATE(S) OF DATA COLLECTfON: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF THE TAPS 



Mr. Robert A.Heintze 

Department of Healthy Education^ and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-^245-8460 

Mr. Paul Mertins 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington* D.C. 20202 
Phone: 202-245-8392 

To provide information for recommendations about making 
postsecondaiy education available to all Americans who qualify 
as authorized under section 508 of the Higher Education Act 
Amendments of 1968. 

1968-69 through 1973-74 fiscal years 

Annual 

Complete enumeration of the universe of all public and 
nonpublic 2* and 4-year institutions of higher education. 
Starting in 1972, the universe consists of all these institutions 
and their branches. The size of the universe for each year is: 



1968: 2,779 
1969: 2,814 
1970: 2,843 



1971:2,893 
1972: 2,945 
1973: 3,015 



Revenues and expenditures (educational and general, student 
aid grants, major service programs, auxiliary enterprises); land, 
building, equipment assets; balances and transactions on the 
physical plant, and endowments. 

$94 per reel (1 600 BPI) - I reel per year 
$ 1 20 per reel (800 BPI) - I reel per year 

2 reelsfor 1972-73 and 1973-74. 
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ffiGHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - 
HNANCIAL STATISTICS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILURY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



PUBUCATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower tesources; contact 
Mr. Richard Heilbion, DHEW/NCES, 400 Maryland Averme, 
SW., Washington, D.C. 20202 Phone: 202-245-8760 

Yes, EDSTAT II terminal-accessed online data retrieval system, 
contact Mr. Robert YuUt, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-2+5-8760 

Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Wadiington, D.C. 20202 Phone; 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



HIGHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - 
INSTtniTlONAL CHARACTERISTICS (HIGHER EDUCATION DIRECTORY) 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION 



OBJECTIVES: 

DATE(S)OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY; 



SIGNIFICANT VARIABLES : 



COST OF THE TAPE: 



Mr. Robert A. Helntze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone; 202-245-8460 

Mr. Arthur PodolsJty 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DX. 20202 
Phone: 202-245-8392 

To maintahi a comprehensive list of institutions of higher 
education. 

Fall 1969 through fall 1974 (1975 available mid-1976) 
Annual 

Complete enumeration of the universe of all public and 
nonpublic !• and 4-year institutions of higher education. 
Starting in 1972, the universe consists of all these institutions 
and their branches. The sire of the universe for each year is: 



1969: 2,814 
1970: 2,843 
1971:2,893 



1972; 2,945 
1973:3,015 
1974: 3,038 



Name, address, telephone number, Congtessional district, type 
of control, level of offerings, types of programs, accreditation, 
names of principal officers, and previous year enrollment. 

S94 per red (1600 BPI) - 1 reel per year 
$ 1 20 pet reel (800 BPI) - 1 reel per year 



erJc 



59 



64 



HICHER EDUCATION GENERAL INFORMATION SURVEY (HBGIS) - 
INSniXmONAL CBARACTERISnCS (HIGHER EDUCATION DIRECTORY) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES; 

SPECIAL TABULATIONS WILL BE MADE. 



RtPORT-OENERATION CAPABlLITTr' IS 
AVAILABLE; 



PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data coUectlon) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpowei lesouices, contact 
Mr. Richard HeUbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245-8760 

Yes, EDSTAT II terminal-accessed online data letiPival system, 
contact Mr. Robert Yuill, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245-8760 

Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



HIGHER EDUCATION GENERAL INFORMAIION SURVEY (HEGB) - 
OPENING FALL ENROLLMENT 



CONTACT FOR TAPE ACCESS: 



CO^^ACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

SURVEY DATES; 
PERIODICITY OF SURVEY: 
METHODOLOGY: 



SIGNIFICANT VARIABLES; 



COST OF THE TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-24S-8460 

Mr. George H. Wade 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-24S-8392 

To provide a national count of the number of students in 
higher education based on comprehensive coverage of 
institutions and of categories of students. 

Fall 1969 through fall 1974 

Annual 

Complete enumeration of the universe of all public and 
nonpublic 2- and 4'year institutions of higher education. 
Starting in 1972, the universe consists of all these institutions 
and their branches. The size of the universe for each year is: 



1969: 2,814 
1970: 2,843 
1971:2,893 



1972: 2,945 
1973:3,015 
1974; 3,038 



Full-time, part-time, and fUll-time-equivalent enrollment 
broken down by sex for first-time, undergraduate, graduate, 
unclassified, and first -professional-degree students^ 

S94 per reel (1600 BPI) - 1 reel per year 
$120 per reel (SOO DPI) - I reel per year 
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HIGHER EDUCAITON GENERAL INFORMATION SURVEY (HEGIS) - 
OPENING FALL ENRQLUklENT 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABIUTY IS 
AVAILABLE; 



PUBUCATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on manpower resources avaUabJe; contact 
Mr. Rldiard Hellbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington. DJC. 20202 Phone: 202-245-8760 

Yes, EDSTAT ternunal^access online data retrieval system; 
contact Mr. Robert Yuill, DHEW/NCES, 400 Maryland Avenue, 
SW„ Washington, DJC. 20202 Phone: 202-245-8760 

Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, DJC. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



HIGHER EDUCATION GENERAL INFORMATION SURVEY (HEaS) - 
PHYSICAL FACILmES 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COlXECTION; 
PERIODICITY OF DATA COLLECTION: 
MBTHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF THE TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202*245-84€0 

Dr. Richard I- Petersen 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245^392 

To provide Federal ag^cles with information on health^related 
and housing facilities and to evaluate the impact of the Higher 
Education Facilities Act. 

Fall 1971 

Annual 

0)n^iete enutneiation of the universe of 2,&93 public and 
nonpublic 2- and 4*year institutions of hi^er education. 

Number of square feet of physical plant space by type of room, 
function of room, organizational unit, and instructional pro* 
gram. 

S94 per reel (1600 BPO* 1 reel 
$ 120 per reel (800 BPI) - 3 reels 
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HIGHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - 
PHYSICAL FACIUTIES 



DATA CHARACTERISTICS: 



DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW ST ATE LEVEL; 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE; 



PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources, contact 
Mr. Richard Hetlbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245-8760 

Yes, EDSTAT II terminal-accessed online data retrieval system, 
contact Mr. Robert Yi^ll, DHEW/NCHS, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Rione; 202-245-8760 

Yes, single copies are available from References, Estiinates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, Dr. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



mCHER EDUCATION GENERAL INFORMATION SURVEY <HEG1S) - 
RESIDENCE AND MIGRATION OF STUDENTS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GHJERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF THE TAPE: 



Mr. Robert A.Heintze 

Department of tfeaith^ Education^ and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DC. 20202 
Phoner 202*245*8460 

Mr. George H.Wade 

Department of Health, Education^ and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington* D.C. 20202 
Phone: 202*245*8392 

To make data available on migration in order to provide the 
Federal Government infonmtion on whether to provide aid to 
the State, the institution, or the student directly. 

Fall 1972 

Annual 

Complete enumeration of tt^ universe of 2^45 public and 
nonpublic 2* and 4-year institutions of higher education and 
their branches. 

Student enrollment for enrollment classlHcations by residence 
status (tn^state/out<»^state/foreign)^ by sex and by attendance 
status. 

$94 per reel (1600 BP!) - 1 reel 
J 120 per reel (800 BPI) - I reel 
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HIGHER EDUCATION GENERAL INFORMATION SURVEY (HBGB) - 
RESIDENCE AND MIGRATION OP STUDENT& 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
recordkeeping: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



PUBLICATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on a^^ilabte manpower resources, contact 
Mr. Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW^ Washington, D.C. 20202 Kione: 202-245-8760 

Yes, EDSTAT II terminal-accessed online data retrieval system, 
contact Mr. Robert Yuill, DHEW/NCES, 400 Maryland Avenue, 
SW., Wa^gton, DJC. 20202 Kione: 202*245.8760 

Yes, single copies are availabte from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW^ 
Washmgton, DX:. 20202 Elione: 202*245*8824 
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DEPARTMENT OF HEALTH^ EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 

mOHER EDUCAtioN GENERAL INFORMATION SURVEY (HEGIS) ^ 
STUOe^lS ENROLLED FOR ADVANCED DEGREES 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES. 



COST OF THE TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202^245^460 

Mr. Curtis Baker 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245^392 

To project labor market entrants; to guide the magnitude and 
direction of some grants programs; and to analyze relationships 
between degree enrollments and degree production. 

Fall 1971 through fall 1973 

Annua! . 

Complete enumeration of the universe of all public and 
nonpublic 2^ and A^ym institutions of higher education 
granting degrees beyond the baccalaureate leveL Starting in 
1972, the universe consists of all these institutions and their 
branches. The size of the universe for each year is: 

1971: 905 
1972: 931 
1973: 924 

Enrollment for first-professional degrees in selected fields by 
attendance status; enrollment for master's and higher degrees 
by attendance status. 

$94 per reel (1600 BPI)- 1 reel per year 
S 1 20 per reel (800 BPI) - 1 reel per year 
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HIGHER EDUCATION GENERAL INFORMATION SURVEY (HEGiS) - 
STUDENTS ENROLLED FOR ADVANCED DEGREES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE. 



REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLIC ATICVS ARE AVAILABLE. 



Yes 

Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 



Yes, at cost, based on available manpower resources, contact 
Mr. Richard Heilbron, DHEW/NCES, 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Phone: 202-245*8760 



No 



Yes, single copies are available from References, Estimatesi and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202*245*8824 
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DEPARTMENT OF HEALTH, EDUCATION , AND WEUFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



NATIONAL LONGITUDINAL STUDY (NLS) OF THE HIGH SCHOOL 
CLASS OF 1972 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 

PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202*243-8460 

Mr. Ehner Collins 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-243*8765 

To detennlne what happens to young people with regard to 
further training or education and to assess their ultimate place 
in the Nation^s labor force as a consequence of personal, 
familial, economic, educational, and societal factors. 

Spring 1972 ~ base year survey 
Fall 1973 - first-year foHowup 

Periodic during a 6^10 8-year span 

The respondents in NLS were sampled as 1972 I2th* graders 
from a National probability sample of 1^18 public, prWate, 
and church*affUlated high schools located throughout the 50 
States and D.C. The school sampling frame was stratified into 
600 final strata, based upon: type of control of school, 
geographic division, grade 12 enroUinent, proximity to institu* 
tions of higher education, percent minority group enrollment, 
income level of the community around the school, and degree 
of urbanization. Two schools with knpwn probabilities were 
chosen from each of the strata, and within each school a simple 
random sample of 18 students was selected. Students in 
low^income areas or with h^ minority group populations were 
oversampled. 

Base year data - students' personal-family background, educa* 
tion and work experiences, postsecondar> plans, aspirations, 
attitudes; test results of verbal and nonverbal ability; and items 
from the students' high school records, Followup data - 
respondents' activity status, educational, work, and career 
plans, and aspirations and attitudes. 

$156 total 
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NATIONAL LONGITUDINAL STUDY (NLS) OF THE ffiGH SCHOOL 
CLASS OF 1972 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



No 

Yes (at individual level only) 

Yes (at date of data coUeaion) 

Yes (in some questions) 

Yes (in some questions about plans) 

Yes 

Yes 

No 
No 



Yes> single copies ate available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Wadiington, D.C. 20202 Phcme: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



OFFICE FOR CIVIL RIGHTS SURVEY OF POSTSECONDAKY AREA 
VOCATIONAL SCHOOLS 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION : 
METHODOLOGY: 

SIGNIFICANT VARIABLES; 



COST OF THE TAPE: 



Mr. Robert A.Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW* 
Washington, D£. 20202 
Phone: 202*245*8460 

Ms- Evelyn R.Kay 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washmgton, D.C. 20202 
Phone; 202*245-8340 

To determine sex and ethnic group of student participation in 
each of the detailed vocational program offerings, and sex and 
ethnic group of teachers in major vocational programs. 

1974 
Periodic 

Complete universe of 1,200 postsecondary area vocational 
schools listed in theNCHS Directory of Postsecondary Schools 
with Occupational Programs (see page 51) 

160 program offerings, enrollments in programs by sex and 
ethnic group, and sex and ethnic gtoup of teachers in 7 m^or 
programs; and percent ethnic composition of population of 
areas served by individual institutions. 

S94 per reel (1600 BP!) -I reel 
i 1 20 per tetl (800 BPl) - 1 reel 
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OFFICE FOR CIVIL RIGHTS SURVEY OF POSTSECONDARY AREA 
VOCATIONAL SCHOOLS. 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE I^VEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

No 
No 



Yes, single copies aie available from Refeiences, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue, SW., 
Washington, DX:. 20202 Phone: 202*245-8824 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATlbNAL CENTER 

FOR EDUCATION STATISTICS 



SURVEY OF PROGRAMS AND ENROaMENTS IN PUBUC AND PRIVATE 
POSTSECONDARY SCHOOLS WITH OCCUPATIONAL PROGRAMS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTIONS: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY; 



SIGNIFICANT VARIABLES: 



COST OF THE TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue/SW. 
Washington, D.C. 20202 
Phone: 202^245^60 

Ms. Evelyn R.Kay 

Department of Health, Educatlotf, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202^245-8340 

To determine characteristics of postsecondary schools> pro- 
grams offered, students, and staff. 

1974 (data apply to 1973) 

Biennial 

Random sample stratified by region, type and control of 
institution, enroJbnent size (percent sampled and certainty 
varies by enrollment size). The sample consists of 5,000 
noncoUegiate postsecondary schools from a universe of 
10,000. 

Program offerings; type and control of schools; fall* or 
part-time status of students enrolled in each of the vocational 
program offerings; length of program, tuition, and other 
charges; sex of staff members; and age and ethnic group of all 
students enrolled in schools. 



$94 per reel (1600 BP!) - I reel 
$120perreel(800BPI)-lreet 
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SURVEY OF PROGRAMS AND ENROLLMENTS IN PUBUC AND PRIVATE 
POSTSECONDARY SCHOOLS WITH OCCUPATIONAL PROGRAMS 

DATA CHARACTERISriCS: 

DATA CAN BE ACCESSED No 
*T STATE LEVEL: 

DATA CAN BE ACCESSED No 
BELOW STATE LEVEL: 

DATA ARE CURRENT; No 

DATA ARE RETROSPECTIVE: Yes 

DATA ARE PROJECTED: No 

DATA ARE LONGITUDINAL; No 

DATA ARE DERIVED FROM Yes 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS mil BE MADE: No 

REPORT-GENERATION CAPABILITY IS No 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. Yes, single copies are available from References, Esttmatestand 

Projections Branch, DHEW^CES, 400 Maryland Avenue, oW., 
Washington, D.C. 20202 Phone: 202-245-8824 
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DEPARTMENT OF HEALTH, EDUCATION. AND WELFARE/NATIONAL INSTITUTE 

OF EDUCATION 

ACT CAREER PLANNING PROGRAM, GRADES 12-13 

CONTACT FOR TAPE ACCESS: Mr. Ivan Chamer 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington, D.C.2Q208 
Phone: 202-254-5650 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

OATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION- 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



Mr. Ivan Chamer 

Department of Healthy Education, and Welfare 
National Institute of Education 
Washington, D.C. 20208 
Phone: 202*254*5650 

To study the career-related characteristics and career under- 
standing level of students. 

1970 

One-time 

1/3 mndom sample of over 23,000 former hi^ school students 
from 100 institutions of higher education. 

Socioeconomic status, educational background, interest, com- 
petency and abiliQr scores, career preferences, educational 
plans, and self*perceived needs. 



COST OF TAPE: 



Available on loan. 
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ACT CAREER PLANNING PROGRAM, GRADES 12-13 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABiHTY IS 
AVAILABLE: 



No 
Yes 

Yes (at the date of data collectioti) 

Yes 

Yes 

No 

Yes 

No 
No 



PUBLICATIONS ARE AVAILABLE: 



No 
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DEPARTMENT OF HEALTH* EDUCATION, AND WELFARE/NATIONAL INSTITUTE 

OF EDUCATION 



EXPLORATIONS IN EQUALITY OF OPPORTUNITY 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. Ivan Chamer 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington, D.C. 20208 
Phone: 202*254-5650 

Mr. Ivan Chamer 

Department of Health, Education and Welfare 
National Institute of Education 
Washington, D.C. 20208 
Phone: 202-254*5650 

To study the educational and social attalnmb^nt process of high 
school sophomores 15 years later, ficustng cn s^x interactions 
and within^hool process variables. 

1955 and 1970 

One-time in 1955 and one-time in 1970 

Tlie sample consists of 2,077 students from 42 high schools 
across the Nation. 

Personal and family characteristics and activities, high school 
and college experiences, family background and mantage, 
and finances. 

Available on loan. 
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EXPLORATIONS 



EQUALITY OF OPPORTUKITY 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE UVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE: 



No 
Yes 

Yes (at the date of data collection) 

Yes 

No 

Yes 

No 

No 

No 

No 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONA I INSTITUTE 

OF EDUCATION 



NORCJUNE 1961 COLLEGE GRADUATING CLASS STUDY, WAVES ABCDE 

CONTACT FOR TAPE ACCESS: Mr. Ivan Chamer 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington, D.C. 20208 
Phone: 202-254.5650 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES: 

DATE(S!) OF DATA COLLECTION : 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. Ivan Charner 

Department of Health, Education, and Welfare 
National Institute of Education 
Washington, D.C. 20208 
Phone: 202-254-5650 

To study the educational and career preferences, attainments, 
and satisfactions of college graduates. 

1961, 1962, 1963, 1964, 1968 

Annual 1961-1964;peTiodic after 1964 

A National probability sample of 135 colleges and universities 
was drawn. 

Career preferences, college experiences, job satisfactions, oc- 
cupational attainment, age, sex, &mily back^ound> race, 
self-image, role of women in society, and future employment. 

Available on loan. 
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NORCJUNfi 5961 COLLEGEGRADUATING CLASS STUDY, WAVES ABCDE 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL; 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECCrvDKEEPlNG: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



No 
Yes 

Yes (at the date of data collection) 

Yes 

Yes 

Yes 

No 

No 
No 



PUBLICATIONS ARE AVAILABLE; 



No 
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DEPARTMENT OF HEALTH, EDUCATION* AND WELFARE/OFFICE FOR 

CIVIL RIGHTS 



HIGHER EDUCATION CIVIL RIGHTS SURVEY 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Mr. Charles Moran 

Department of Health, Education, and Welfare 

Office for Civil Rights 

330 Independence Avenue^ SW. 

Washington, D.C. 20201 

Rione: 202-245-3243 

Mr. Roy McKinney 

Department of Health, Education, and Welfare 

Office for Qvil Rights 

330 Independence Avenue, SW. 

Washington, D.C. 20201 

Rione: 202-245 1843 

To provide enrollment information by radal/ethnlc group and, 
in 1974, by sex for higher education institutions receiving or 
applying for Federal financial assistance and to evaluate 
compliance of such institutions with various civil rights legal 
mandates to which they are subject. 

Fall 1968, 1970, 1972, and 1974(see '*Cost of Tape**) 

Biennial 

Coverage of the universe of approximately 2,S00 higher 
education institutions (as Identifieil by NCES Higher Education 
General Information Survey (H£G!S)) which are recipients or 
applicants for Federal financial assistance. U^. Military institu* 
tions and institutions incorporated for profit are not included. 
Hawaii and Alaska are not included. 

For fall 1974: selected racial/ethnic groups; sex; full- and 
part'time enrollment status; level of study (undergraduate by 
year, graduate by level, first*professional, and unclassified); 
undergraduate f!rst*tinie conununlty^unior college transfers; 
and 26 major fields of study. 

Data tapes are being revised. Avaiiability has therefore been 
suspended, in general, until approximately June I, 1976. For 
further information, see ^^Contact for Tape Access** above. 
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DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



HIGHER EDUCATION CIVIL RIGHTS SURVEY 



Yes 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: 



Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

No 
No 

Yes 
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DEPARTMENT OF HEALTH, EDUCATION, WELFARE/OFFICE OF 

EDUCATION 



COLLEGE WORK STUDY PROGRAM 



CONTACT FOR TAPJi ACCESi^: 



CONTACT FOR GENKRAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245^460 

Mr. Murray Spitzer 

Department of Health, Education, and Welfare 

Office of Education 

400 Maryland Avenue, $\V. 

Washington, D.C. 20202 

Phone: 202-245-8380 

To evaluate the College Work Stud/ program. 
1971 (data apply to the 1970-71 academic year) 
One-time 

Sample of 10,242 students in the program, 2,006 participating 
institutions, and 2,232 employers of CoUege Work Study 
students in the student questionnaire file, institutional data f&t^ 
and employer questionnaire file respectively. 

Major fields of study, institutt(xial type and control, family 
income;race, sex, grade point average, earnings, and grants. 

$ 94perreel(l600BPl) 
$120 per reel (800 BPI) 



ERLC 



83 

•88 



COLLEGE WORK STUDY PROGRAM 



DATA CHARACTERISTICS; 

DATA cm: 3E accessed Yes 
AT STATE LE'>'EL: 

DATA CAN BE ACCESSED Yes 
BELOW STATE LEVEL: 

DATA ARE CURRENT: No 

DATA ARE RETROSPECTIVE: Yes 

DATA ARE PROJECTED; No 

DATA ARE LONGITUDINAL; No 

DATA ARE DERIVED FROM No 
RECORDKEEPING: 

AUXIUARY SERVICES; 

SPECIAL TABUUTIONS WILL BE MADE: No 

REPORT-GENERATION CAPABILITY IS No 
AVAIUBLE: 

PUBUCATIONS ARE AVAIUBLE: Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/OFHCE OF 

EDUCATION 



SPECIAL SERVICES FOR DISADVANTAGED STUDENTS PROGRAM 



CONTACT FOR TAPE ACCESS: 



CONTACT FORGENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfere 
Natjonel Center for Education Statistics 
400 Maiyland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245-8460 

Mr. Robert Berts 

Department of Health, Education, and Welfare 

Office of Education 

400 Maryland Avenue, SW. 

Washington, DX;. 20202 

Phone:202-245-8130 

To evaluete the Special Services f<^r Disadvantaged Students 
(SSDS) program. 

1971-1972 academic year 

One-time 

2,700 higher education institutions, sample of 120 institutions, 
and sample of 10^00 students. 

Provision of compensatory education programs, student use, 
impact on performance and attitudes, sex, race, program 
management, comparison and treatment groups. 

$94 per reel (1600 BPl) - 4 reels 
5120 per reel (800 BPI) - 4 reels 
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SPECIAL SERVICES FOR DIS ADfVANTAGED STUDENTS FROGRAM 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



No 



Yes 



Yes (at the date of data collection) 
Yes (for some questions) 
Yes (for some questions) 
No 

Yes (for some questions 

No 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/OFFICE OF 

EDUCATION 



TALENT SEARCH PROGRAM 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 



Mr. Robert A. Heintze 

Department of Health, Education^ and Welfare 
National Center for Edr-cation Statistics 
400 Maryland Avenue, SW. 
Washington, n.C. 202i)2 
Phone: 202-245-8460 

Mr. Robert Berls 

Department of Health, Education, and Welfare 

Office of Education 

400 Maryland Avenue, SW. 

Washington, D.C. 20202 

Phone: 202*245*8130 

To evaluate the Talent Search program 

1973-1974 academic year (available mid*1976) 

One*time 



METHOEKJLOGY: Enumeration of the universe of 114 projects in program, 

Sample of 2J0OO current clients of program, and sample of 
2,000 former clients of program. 

SIGNIFICANT VARIABLES: Sex, race, and academic performance; school retention* atti- 

tudes.program management. 

COST OF TAPE: $94ptr r^el (1600 BPI) 

^5120 per reel (800 BPI) 
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TALENT SEARCH PROGRAM 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 



No 
Yes 

Yes (at the date of data collection) 
Yes (for some questions) 
Yes (for some questions) 
No 

Yes (for some questions) 

No 
No 



PUBUCATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/OFFICE OF 

EDUCATION 



CONTACT FOR T/PE ACCESS: 



UPWARD BOUND PROGRAM 
Mr. Robert A, Heintzc 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202*245-8460 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OK DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. Robert Berk 

Department of Health, Education, and Welfare 

Office of Education 

400 Maryland Avenue, SW. 

Washington, D.C. 20202 

Phone: 202*245.8130 

To evaluate the Upward Bound program. 

1973.1974 academic year and fall 1974 (available mid-1976) 

One-time only (may iiave student follow-up in future), 

Sample of 54 projects in the program, sample of 108 feeder 
high schools, and sample of 6,000 students, for the project data 
file, institution data file, and student data file respectively. 

Sex, race, academic pcrfonnance, school retention, attitudes, 
and program management. 

$94 per reel (1600 BPQ 
$120 per reel (800 BPl) 
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UPWARD BOUND PROGRAM 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING; 

AUXILIARY SER^^CES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



No 
Yes 

Yes (at the date of data collection) 
Yes (for some questions) 
Yes (tor some questions) 
Yes (for some questions) 
Yes (for some questions) 

No 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION 



NUCLEAR ENGINEERING ENROLLMENTS AND DEGREES 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



Mr. Lany L Barker 

University and Manpower Development Programs 
Energy Research and Development Administration 
20 Massachusetts Avenue, NW, 
Washington, D.C. 20S4S 
Phone: 202-3764678 

Mr. Lany L Barker 

University and Manpower Development Programs 
Energy Research and Devetoptnent Administration 
20 Massachusetts Avenue, NW. 
Washington, D.C.20S45 
Phone: 202*3764678 

To provide a national count of enrollments, degrees, and 
degree options by race and sex in eurrlculums which ^} 
nuclear-oriented. 

Fall 1971-falll974 

Annual 

A complete enumeration of all institutbnsof hi^r education 
offering degrees or degree options in nuclear engineering. 
Enumeration of the survey universe: 

1971:65 
1972:64 
1973:64 
1974: 62 

Full-time and part-time enrollments and degrees In graduate 
and undergraduate programs broken down by race and sex 
(placement of graduates data are not on tape). 



COST OF TAPE; 



Cost-reimbursable. 
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NUCUEAR ENGINEERING ENROLLMENI^ AND DEGREES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WIU BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAIUBLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

Yes 

Yes 

No 
No 



PUBLICATIONSARE AVAILABLE: 



Yes 
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ENERGY RESEAROi AND DEVELOPMENT ADMINISTRATION 



RADIATION PROTECTION ENROLLMENT AND DEGREES 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES: 



DATE(S)OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY; 



SIGNIFICANT VARIABLES: 



Mr. Lany L. Barker 

IMvenity and Manpower Development Programs 
Ener^ Research and Development Administration 
20 Massachusetts Avenue, NW, 
Washington, D*C. 
Phone; 202-3764678 

Mr. I^riy L. Barker 

Uhlversity and Manpower Development Programs 
Energy Research and Development Administration 
20 Massachusetts Avenue, NW. 
Washington, D.C. 
Phone; 202-3764678 

To provide a national count of enrollments, degrees, and 
degree options by race and sex which will enable the graduate 
to participate in conducting, coordinating, directing, or 
planning a program for the evaluation or control of radiation 
hazards for an installation or State agsncy^ 

Fall 1971 fall 1974 
Annual 

All institutions of higher education offering degrees in pro* 
■grams-of-studies*which'would'enabie^algratluati?'f?rparttcipa^ ^ 
in conducting, coordinating, directing, or planning a program 
for the evaluation or control of radiation hazards, for an 
installation, community, or State agency. Enumeration of 
survey universe; 

Fall 1971: 38 
Fall 1972: 37 
FaU 1973: 38 
Fall 1974: 42 

Full-time and part-time enrollments and degrees in graduate 
and undergraduate programs broken down by race and sex 
(placement of graduates data are not on tape). 



COST OF TAPE: 



Cost*reimbursable - 1 reel per year 
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RADIATION PROTECTION ENROLUIENT AND DEGREES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED Yes 
AT STATE LEVEL: 

DATA CAN BE ACCESSED Yes 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED; 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 
SPECIAL TABULATIONS WILL BE MADE; 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE: Yes 



Yes (at the date of data collection) 
No 
No 
No 

Yes (for some institutions) 

No 
No 
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NATIONAL ARCHIVES AN0 RECORDS SERVICE 

THE PRESIDENT'S COMMISSION ON CAMPUS UNREST ^ SURVEY OF 
CAMPUS INCIDENTS AS INTERPRETED BY COLLEGE PRESIDENTS, 
FACULTY CHAIRMEN AND STUDENT BODY PRESIDENTS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECHON: 

PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



Mr. Charles Gellert 

National Archives and Records Service 
Machine Readable Archives Division 
Washington, D.C. 20408 
Phone: 202-376-5808 

Mr. Charles Gellert 

National Archives and Records Service 
Machine Readable Archives Division 
Washington, DC. 20408 
Phone: 202'376-8808 

To analyze the causes of student unrest, to predict future 
patterns of unrest, and to offer recommendations for pre- 
venting student unrest. 

1970, covering academic years 1967-68, 1968-69, 1969-70, 
and the summer of 1970. 

One-time 

A sample of college presidents, faculty chairmen, and student 
body presidents at all accredited schools of higher l^rninghi_ 
the^Uhlted'States raniists of "S^^rSspoh^ of 
college presidents, 39 percent of faculty chairmen^ 23 percent 
of student body presidents). 

Location and size of institution, sex of student body, presence 
of ROTC on campus, student financial aid, dbllais expended 
per student; incidents on the campus between 1967 and the 
summer of 1970 that involved the presence of the National 
Guard, use of off-campus police, demands of students, presence 
of outside a^tators, arrest of protestors, issuance of court 
injunctions, property damage^ injury or deaths; etc. 



COST OF THE TAPE: 



S60 per reel - 1 reel per year. 
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THE PRESIDENT'S COMMISSION ON CAMPUS UNREST - SURVEY OF 
CAMPUS INaDENTS AS INTERPRETED BY COLLEGE PftESfDENTS, 
FACULTY CHAIRMEN AND STUDENT BODY PRESIDENTS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROM»ECTiVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEFJPING: 

AUXILIARY SERVICES: 
SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

POBrrCATIONS-ARE^AVAILABEE:- 



Yes 
No 

Yes (at the date of data collection) 

Yes 

No 

No 

No 

Yes (on a limited basis) 
No 



-Yer 
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NATIONAL SaENCE FOUNDATION: 

INTERAGENCY REPORTING SYSTEM OF FEDERAL SUPPORT TO UNIVERSITIES, 
COLLEGES, AND SELECTED NONPROFIT INSTITUHONS 

CONTACT FOR TAPE ACCESS: Mr. George Nozicka 

Moshtftm Associates, Inc. 
6400GoIdsboro Road 
Washington, DX;. 20034 
Phone: 202-229*3000 

CONTACT FOR GENERAL INFORMATION: Mr. James Huckenpahler 

National Science Foundation 
1 800 G Street, NW. 
Washington, D£. 20SS0 
Phone: 202-282-7792 

To obtain data on indhridual institutions receiving Federal 
support. 

Fiscal years I972-I974 
Annual 

Universe of insthutions receiving Federal support (2,400). 

TVpe of pro-am (R&D, R&D plant, facilhies, fellows/trainees, 
general science, and nonscience); agency distribution and 
uistttutions. 



COST OF TAPE: $78 per year 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY: 
SIGNIFICANT VARIABLES; 
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INTERAGENCY REPORTINC SYSTEM OF FEDERAL SUPPpRT TO UNIYERSmES, 
COLLEGES, AND SELECTED NONPROFIT INSTITUTIONS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED PROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

Yes (depending on resources available) 
Yes 



PUBUCATIONS ARE AVAILABLE: 



Yes 
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NATIONAL SCIENCE FOUNDATION 



SURVEY OF GRADUATE SGENCE STUDENT SUPPORT AND POSTDOCFORALS 

CONTACT FOR TAPE ACCESS: Mr, George Nozicka 

Moshimn Associates^lnc. 
6400 Goldsboro Road 
Washington, D,C 20034 
Fhone: 2O2-22?-300O 

CONTACT FOR GENERAL INFORMATION: Ms, Penny Foster 

National Science.Foundation ■ 
1800 G Street, NW, 
Washington, D.C, 20550 
Phone: 202*282-7793 

OBJECTIVES: To obtain National statistics on the sources of support of 

graduate science students and postdoctorals. 

DATE(S) OF DATA COLLECTION: FaU 1967-74 

PERIODICITY OF DATA COLLECTION: Annual 

METHODOLOGY: Complete enumeration of science and engineering departments 

in institutions awarding PhD, degrees. 

SIGNIFICANT VARIABLES: Graduate science enrollment; sources of support; major Qrpcs 

of support; women; foreign students; first-year enrollment; 
jpostdoctorals and^s^our«s^ support; 
— - "reclpiints^ 

COST OF TAPE; $78 per year 
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SURVEY OF GRADUATE SQENCE 



STUDB^^T SUPPORT AND POSTDOCTORALS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

Yes (depending on resources available) 
Yes 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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NATIONAL SCIENCE FOUNDATION 

SURVEY OF SCIENTiFIC ACTIVITIES OF INSTITUTIONS OF 
HIGHER EDUCATION - EXPENDITURES 

CONTACT FOR TAPE ACCESS: Mr. George Nodclai 

Moshman Assodates. Inc. 
6400 Goldsboto Road 
Washlagton,D.C. 20034 
Phone: 202-229-3000 

CONTACT FOR GENERAL INFORMATION; Mr. James Hoehn 

National Science Foundation 
ISOOG Street, NW. 
Washington, D.C.20SS0 
Phone: 202-2S2-779I 

OBJECTIVES: To obtain national statistics on research and development 

expenditures in universities and colleges. 

DATE(S) OF DATA COLLECTION: t972-74 

PERIODICITY OF DATA COLLECTION: Annual 

METHOEfOLOGY; Complete enumeration of 650 universities and colleges with 

SSO,000 or more in R&D. 

SIGNIFICANT VARIABLES: Total R&D expenditues, sources of funds, type (basic, applied, 

or development); Held of science; instruction and departmental 
- - — research;-andcapital-expenditure&-- — 

COST OF TAPE; $78 per year 
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SURVEY OF SCIENTinC ACnVITlES OF INSTnUTIONS OF 
HIGHER EDUCATION - EXPENDITURES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL; 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

Yes (depending on resources available) 
Yes 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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NATIONAL SQENCE FOUNDATION 



SURVEY OF SCIENTIFIC ACTIVITIES OF INSTITUTIONS OF 
HIGHER EDUCATION - MANPOWER 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. George Nozicka 
Moshman Associates, Inc. 
6400 Goldsboro Road 
Washington, D.C, 20034 
Phone: 202-229-3000 

Mr, Robert Loycano 
National Sdence Foundation 
ISOOGStreet.NW. 
Washington, D.C. 20550 
Phone:202-282.7792 

To obtain national statistics on the number and function of 
scientists and engineers employed in universities and colleges. 

January 1972 through January 1975 

Annual 

Complete enumeration of universities and colleges employing 
scientists or engmeers, totaling 2^200 institutions. 

Employment status (full- or part-time); employment category 
(scientist, engineer, graduate student, tedinician); function 
-(teachingrr«search'anddeveIopinent),''and'ndd'of science'.' 

$78 per year 
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SURVEY OF SCIENTIFIC ACTIVmES OF INSTITUTIONS OF 
HIGHER EDUCATION - MANPOWER 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABUUTIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

.Yes (at the date of data collection) 

No 

No 

No 

Yes 

Yes (depending on resources available) 
Yes 



PUBLICATIONS ARE AVAIUBLE: 



Yes 
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DEMOGRAPHIC, VITAL, HEALTH, AND WELFARE DATA 



Department of COtnmerce/Bureau of the C^tsus 107 

Current Po[mlation Survey, October Supplement IO7 

Decennial Census 109 

Department of Heatth, Education , and Welfare/Health Resources Administration Ill 

Allied Health Training Programs in Junior and Senior Colleges Ill 

Area Resources File (se<t Manpower Supply and Demand) 

tfealth Occupations Training Programs in Hospitals 113 

Inventory of Optometrists (see Manpower Supply and Demand) 
Inventory of Pharmacists (see Manpower Supply and Demand) 

Department of HeatthfEducation^and Welfare/National Center for Education Status US 

Census Public Use Sample Extract of M*21 Year-Olds 115 

National Assessn^nt of EducationaJ Progress (NA£P) 117 

Participation in Adult Education 119 

Department of Health, Education, and Welfare/National Center for Health Statistics 121 

Divorce Data Tape . ' 121 

Health Examination Survey -Children, Ages 6*11 123 

Health Interview Survey 125 

Marriage Data Tape 127 

Natality Data Tape 129 

Department of Health.EducatioiL^andWelfare/NatlonalCenterforSocialStatistics 131 

Aid to Families with Dependent Children 131 

National Archives and Records Service 133 

Department of Labor, Manpower Administiation, National Lon^tudinal Survey - Youi^ Men, 

Young Women, Older Men, and Older Won^n 133 
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CENSUS BUREAU 



CURRENT POPULATION SURVEY (CPS), OCTOBER SUII'LEMENT 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



Mr. Lany Carbaugh 
Data Users Service Division 
Bureau of the Census 
Washington, D.C. 20233 
Phone: 30!'763*5O45 

Mr. Larry Suter 

Education and Social Stratification Branch 
Population Division 
Bureau of the Census 
Washington, D.C. 20233 
Phone; 301*763*5050 

To provide a national count of the number of persons 3 years 
old and over in the civilian noninstitutional population enrolled 
in school. 

October 1967 through October 1974 
Annml 

Stratified National random sample of households in all States 
and the District of Columbia, persons 3 years old and over. 

FulHime and part-time enrollment; control and type of school; 
family and persons characteristics; since 1973, plans of high 
school seniors to attend college; and finandng of postsecondary 
school (1973 only). 



COST OF TAPE: 



$200-$400 per reel - 6 to 7 reels per year 
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CURRENT POPULATION 



SURVEY (CPS), OCTOBER SUPPLEMENT 



DATA CHARACTERISTICS 

DATA CAN BB ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



No 
No 

Yes (at the date of data collection) 

Yes (enrollment for previous year) 

No 

No 

No 

Yes (at cost; on a limited basis) 
No 



Yes (from Cbnimerce field offices and Superintendnit of Docu- 
ments, Government PHnting Office, Washington, D.C.) 
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DEPARTMENT OF COMMERCE, BUREAU OF THE CENSUS 



DECENNIAL CENSUS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



Mr. Larry Carbau^i 
Customer Services Branch 
Data Users Division 
Bureau of the Census 
Washington, D.C. 20233 
Phone: 301*763*5045 

Mf. Larry Suter 

Education and Social Stratification Branch 
Population Division 
Bureau of the Census 
Washington, D.C. 20233 
Phone; 301*763-5050 

To provide a national count of the number of persons 3 years 
old and over and to provide data on selected socioeconomic 
and demographic characteristics. 

1970 

Decennial 

Complete enumeration of the universe of all persons in the U.S. 
3 yeas old and over. il)jBastc Records on individual respondents 
are confidential, but special tabulations can be obtained. (2) 
Public Use Samples are based on extracts of modified basic 
records of 5 percent data and 15 percent data for SMSA's, States, 
and neighborhoods. (3) Public Use Summary Tapes ae available 
for First throu^i Sixth Counts. (4) School District 
first Count and geographic reference tapes are available. School 
District First Count tape includes: aU school districts vrith en* 
rolhnent of 300 or more students, districts with enrolhnent of 
less than 300 in NCES ELSEGIS II (194S9) sample of ^ool 
districts, school districts in the States of DUnois, Kansas, and 
New York with enrolhnent of less than 300, and school ad* 
ministrative units in 20 large districts of 1 6 States. 

Relationship to head of household, race, age> sex> marital 
status. State or country of birth, years of school completed, 
employment status, occupation, mother tongue, school or 
college enrollment, veteran status, Mexican or Spanish origin or 
descent, and vocational training completed. 



COST OF TAPE: 



$80 per reel 
requested. 



number of reels varies depending on file 




DECENNIAL CENSUS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL; 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: 



Yes 
Yes 

Yes (at date of data collection) 

No 

No 

No 

No 

Yes (at cost) 
Yes (at cost) 

Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/HEALTH 
RESOURCES ADMINISTRATION 



ALUED HEALTH TRAINING PROGRAMS IN JUNIOR AND SENIOR COaEGES 

CONTACT FOR TAPE ACCESS: Mr. David B. Hoover 

Department of Health, Education, and Welfare 
Health Resources Administratioh 
9000RockvaieKke 
Bethesda^ Maryland 20014 
Phone: 30M9fr6607 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



Mr. David B. Hoover 

Department of Health, Education, and Welfare 
Health Resources Administration 
9000Rocl£ViilePtfce 
Bethesda, Maryland 20014 
Phone: 301-496^607 

To publish directories with basic allied health draining programs 
in individual junior and senior colleges. 

October 1973 

Periodic 

Complete enumeration of universe of all junior and senior 
colleges reportii^ at least one allied health training program. 

Program title^ organizational location, award conferred^ spe- 
cialization, accreditation^ lengthy prerequisites, capacity, enroll- 
ment and graduates. 



COST OF TAPE: 



Cost-reimbursable 
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ALLIED HEALTH TRAINING PROGRAMS IN JUNIOR AND SENIOR COLLEGES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at th« date of data collection) 

No 

No 

No 

No 

No 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/HEALTH 
RESOURCES ADMINISTRATION 



HEALTH OCCUPATIONS TRAINING PROGRAMS IN HOSPITALS 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. David B.Hoover 

Department of Health, Education, and Welfare 
Health Resources Administration 
9000 RockviUe Pike 
Bethesda, Maryland 20014 
Phone: 301496*6607 

Mr. David B.Hoover 

Department of Health, Education, and Welfare 
Health Resources Administration 
9000 Rockville Ptke 
Bethesda, Maryland 20014 
Phone; 30M964607 

To publish a directory with basic information on preparatory 
education programs administered by hospitals. 

October 1973 

Periodic 

Complete enumeration of universe of 2^373 hospitals reporting 
at one hospital an administered allied health or nurse training 
program meeting certain criteria. 

Program title, length of program, education required, accredita- 
tion status, and graduates. 

Cost-reimbursable 
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HEALTH OCCUPAHONS TRAINI^fG PROGRAMS IN HOSPnVSLS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

No 

No 
No 

Yes 
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DEPARTMENT OF HEALTH* EDUCATION* AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISHCS 



CENSUS POBUC USE SAMPLE EXTRACT OF 14-21 YEAR45LDS 



CONTACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY; 



SIGNIFICANT VARIABLES: 



Mr. Robert A. Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
.Washington, D.C. 20202 
Phone: 202*245-8460 

Dr.WUHamDorfman 

Department of Health, Education and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C, 20202 
Phone: 202'245-8760 

To permit socioeconomic^ demographic, and family back- 
ground comparisons between high school dropouts and atten- 
dees, 

1960 and 1970 
Decennial 

(a) 1960 State Youth Extract Mle- 1 perctnis&mplt of iht VS. 
population, ages 14-2i; based on the i960 Public Use Sample 
issued by the Census Bureau (compatible with 1970 file); 
0)) 1970 State Youth Extract Mle (15 percent version) - I 
percent sample of the U,S.poiniIation ages I4*2I ;based on the 
1970 State Public Use Sample created by Census from tite 1 5 
percent sample cpiestionnaire returns; 

(c) 1970 State Youth Extract Mle (5 percent version) - 1 
percent sample of the 1970 VS. po[mtation,ages 14-21;based 
on the 1970 Public Use Sample aeated from the 5 percent 
sample questionnaire returns; 

(d) 19^-1970 State High School Dropout Summary file - 68 
tables for males and females, agies 14-2U i960 and 1970; 

(e) 1970 Ndzhborhood Hi^ School Dropout Summary Mle - 
12 tables giving I percent sample countsoftotal cases and paired 
combinations of family and neighborhood chaiactcristics; and 
(0 1970 Neighborhood Hi^ School Dropout Summary File - 
12 tables give 1 percent counts of total cases and high school 
dropouts by paired combinations of family and neighboihood 
characteristics. 

(a)* (b)» (c) Fiill census Information on the reference person 
plus selected items pertaining to the household and each 
present parent; 

(d) Seventeen selected summary indicators tabulated by the 
Census Bureau for the neighborhood in addition to ne^bor- 

(Continued on page 1 16) 
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CENSUS PUBLIC USE SAMPLE LXTRACT OF 14-31 YEAR-OLDS 



COST OF TAPE: 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: ^ 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



hood inforimtion. 

(e) demographic and socioeconoinic variables cross-tabulated 
with high school attendance status; 

(f) family and neighborhood characteristics by central city, 
urban fringe, other uAan areas, and niral portions of the nine 
geographic divisions. 

S94 per red - 1600 BPI only 
(a), (c), (d) - 2 reels each file 
(e),(f)- Ire el each file 



Yes 
Yes 

Yes (at the date of data collection) 
No (except for some questions) 
No 

No (for some files trend analyses can be made) 
No 

No 
No 



PUBUCATIONS ARE AVAILABLE: 



No; one is planned, however 
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DEPARTMENT OF HEALTH, EDUCATION AND WELFARE/NAT lONAL CENT ER 
FOR EDUCATION STATISTICS 



N ATIONAL ASSESSMENT OF EDUCATIONAL PROGRESS (NAEP) 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Dr. Wayne Martin or Carolyn Shamlin 
National Assessment of Educational Progress 
Suite 700 

1860 Lincoln Street 
Denver, Colorado 80203 
Phone: 303-893-S200 

Dr. Wayne Martin or Caiolyn Shatnlin 
National Assessment of Educational Progress 
Suite 700, I860 Lincoln Street 
Denver, Colorado 80203 
Phone: 303'893'S200 

To obtain information on educational achievement for varied 
age groups. 

1970 through 1974 

Annual 

A national sample consists of 100,000 persons per year, 
stratified by region and size of community. The sample was 
drawn from the universe of 9% 13*, 17-year-oIds and young 
adults aged 26-35 within a given assessment year. 

Sex, race, parental education, size and type of community, 
region; response range to tests on social studies, music, and 
readhig and literature. 

S94per reel (1600 BPI) 
$120 per reel (800 BPI) 
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NATIONAL ASSESSMENT OF EDUCATIONAL PROGRESS (NAEP) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED No 
AT STATE LEVEL: 

DATA CAN BE ACCESSED No 
BELOW ST ATE LEVEL: 

DATA ARE CURRENT: No 

DATA ARE RETROSPECTIVE: Yes 

DATA ARE PROJECTED: No 

DATA ARE LONGITUDINAL: No 

DATA ARE DERIVED FROM No 
RECORDKEEPING: 

AUXILIARY ^RVICES: 

SPECIAL TABULATIONS WILL BE MADE: No 

REPORT-GENERATION CAPABILITY IS No 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE. Yes (contact Dr. Wayne Martin, NAEP, Suite 700, 1860 

Uncoln Street, Denver, Colorado 80203 Phone: 303-893.3200) 
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DEPARTMENT OF HEALTH* EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



PARTICIPATION IN ADULT EDUCATION (COLLECTED AS PART OF 
THE CURRENT POPULATION SURVEY , BUREAU OF THE CENSUS) 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF THE TAPE: 



Mi.RobertA.Heintze 

Depaitment of Healthy Education, and Welfare 
National Centei for Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202-245^60 

Ms. Ruth Boaz 

Department of Health, Education, and Welfare 
National Centei foi Education Statistics 
400 Maryland Avenue, SW. 
Washington, D.C. 20202 
Phone: 202.245^8780 

To piovide a broad plctuie of educational activi^r outside the 
"regular" school system, repoiting on adult education as used 
foi careei (development and self-improvement. 

1972 

Triennial 

Complete enumeiation of the untvene of the total civilian^ 
non^instltutionalized population of the United States* 

Age, sex, lace, and occupation of participants; Qrpes of couises 
taken> typ^R of institutions or agencies offering couises, and 
reasons for taking courses. 

$94 pel reel (1600 BPI) 
$120perieel(800 BPI) 



t 



erJc 



119 



123 



PARTICIPATION IN ADULT EDUCATION (COLLECTED AS PART OF 
THE CURRENT POPULATION SURVEY, BUREAU OF THS. CENSUS) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LJBVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRENT 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING; 

AUXILIARY SERVICES: 

SPECIAL TABUUTIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAIUBLE. 



No 
No 

Yes (at the date of data collection) 

No 

No 

No 

No 

No 
No 



Yes, single copies are available fiom Refetences, Estimates, and 
Projections Branch, DHEW/NCES, 400 Maryland Avenue. SW., 
Washington, D.C, 20202 Phone: 202-245-8824 
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DEPAR1MENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR HEALTH STATISTICS 



DIVORCE DATA TAPE 



CO^fTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 

COST OF TAPE: 



Ms. Alice Hetzel 

National Center for Health Statistics 
Division of Vital Statistics 
5600 Fisheis Lane 
Rockville, Maryland 20852 
Phone: 301-443-1480 

Ms. Alice Hetzel 

National Center for Health Statistics 
Division of Vital Statistics 
5600 Fishers Lane 
Rockville, Maryland 20852 
Phone: 301443-1480 

To obtain Information about divorces and the characteristics of 
the persons involved in these divorces. 

1968-1969 

Annual 

States meeting reporting critena for divorce registration area 
includes 26 States in I968;29in 1969 

State ^ere divorce occurredf date of marriage* age, race, sex, 
and education of each partner 

S70 per year 
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DIVORCE DATA TAPE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL; 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRKJT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE: 



Yes 
No 

Yes (at the date of data collection) 

Yes 

No 

No 

Yes 

Yes (on a limited basis) 
No 

Yes 
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DEPARTMENT OF HEALTH. EDUCATION, AND WEU? ARE/NATIONAL CENTER 

FOR HEALTH STATiGSncS 



HEALTH EXAMINATION SURVEY ^ CHILDREN, AGES 6-1 1 

CONTACT FOR TAPE ACCESS: Mr. Bob Murphy 

Department of Health, Educatloti, and Welfare 
National Confer for Health Statistics 
S600 Pishen Lane 
Rockville, Maryland 208S2 
Phone: 301^3-1604 

CONTACT FOR GENERAL INFORMATION: Mr, BobMuiVhy 

Department of Health, Education, and Welfare 
National Center for Health Statistics 
S600 Fishers Lane 
Rcckyi!le»Maryland 20852 
Phone; 301443-1604 

OftiECnVES: To obtain information on the medical and developmental 

characteristics of children through detailed questionnaires and 
medical, dental and physiological exanUnEtion^ vision and 
hearing tests» and anthrometric tests, 

DATB(S) OF DATA COLLECnON; 1963-1965 

PERIODICrry of data collection: Cyclic 

METHODOLOGY: Probabili^ sample of 7,500 children, ages 6*1 U hi the United 

States, exckiding Havraii and Alaska. 

SIGNIFICANT VARIABLES: Sex, age» race» school grade; academic and intellectual standing; 

class and interpersonal behavior; results from readhig and 
arithmetic (WRAT); and vocabulary and block designs (WISC), 

COST OF TAPE: $300 
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HEALTH EXAMINATION 



SURVEY ~ CHILDREN , AGES 6-1 1 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE; 



No 
No 

Yes (at the date of data collection) 

Yes 

No 

No 

No 

Yes (on a limited basis) 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR HEALTH STATISTICS 



HEALTH INTERVIEW SURVEY 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Ms. Ethel Black 

Department of Health, Education, and Welfare 
National Center for Health Statistics 
5600 Fishers Lane 
Rockville, Maryland 20852 
Phone: 301443*1560 

Ms. Ethel Black 

Department of Health, Education, and Welfare 
National Center for Health Statistics 
5600 Fishers Lane 
Rockville, Maryland 20852 
Phone:301-443*1560 

To obtain information about the health and other characterise 
tics of each living member of a representative sample of 
households in the United States. 

1970 
Annual 

A probability sample drawn from the universe of civilian, 
noninstitutional population (Census universe of 203 million) 
consists of approximatety 42^00 households containing 
134,000 persons. 

Basic household identification (e.g., region, SMSA or non* 
SMSA, race, sex, age, marital status, occupation, family 
income); education (of individual, of family head); nmnber of 
restricted activity days, work or schooMoss days, and all 
physician and dental visits occurring during the 2*week period 
prior to the week of the interview; acute and chronic 
conditions responsible for these days and visits. 

$600 
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HEALTH 



INTERVIEW SURVEV 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL; 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: 



No 
Yes 

Yes (at the dote of data collection) 

Yes (2 weeks prictf to interview) 

No 

No 

No 

Yes (on a limited basis) 
No 

Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATION AL CENTER 

FOR HEALTH STATISTICS 



MARRUGE DATA TAPE 



CWJTACr FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



Ms, Alice Hetzel 

Department of Health, Education, and Welfare 
Naticmal Center for Health Statistics 
5600Fisheniane 
Roctcville, Maryland 20852 
Phone: 301443*1480 

Ms. Alice Hetzel 

Department of Health-, Education, and Welfare 
National Center for Health Statistics 
5600 Fhliers Lane 
Roctcville, Maryland 20852 
Phone; 301443*1480 



OBJECTIVES: To obtain statistics^ on the number and characteristics of 

penons manied within the U^. 

DATE(S) OF DATA COLLECTION: 1969 

PERIODICITY OF DATA COLLECTION: Annual 

METHODOLOGY: Marriage Registration Areas States which include 39 States and 

the District of Columbia for 1969. 

SIGNinCANT VARIABLES: Age, race, State of marriage, residence and education of each 

partner. 

COST OF TAPE: S70 
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131. 



MARRIAGE DATA TAPE 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDfCEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
No 

Yes (at the date of data collection) 

Yes 

No 

No 

Yes 

Yes (on a limited basis) 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH, EDUCATION. AND WELFARE/NATIONAL CENTER 

FOR HEALTH STATISTICS 



NATAUTY DATA TAPE 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATACOLLECTION: 
METHODOLOGY; 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr Robert Heuser 

National Center for Education Statistics 
Division of Vital Statistics 
5600 Fishers Lane 
Rockville, Maryland 20352 
Phone:301-443-1491 

Mr. Robert Heuser 
National Center for Healdi Statistics 
Division of Vital Statistics 
5600 Fishers Lane 
Rockvillet.MaryIand 20852 
Plione: 301-443-1491 

To obtain statistics on die number and characteristics of die 
birdis widiin die U,S, 

1969 

Annual 

Births occurring within tiic coverage of the birth registration 
system, which covers die 50 States and die District of 
Columbia. 

Residence of modier, number of prenatal visits, age of modier 
and father, education of mother and father, birth weight, race, 
and sex of child; and attendant at birdi. 

$395 - detail fde (50 percent sample of births) 
$70 - local area summary fde 
570 - State summary fde 
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NATAUTY DATA TAPE 



data statistics: 

datacanbeacx;essed 
at state level: 

data can be accessed 
below state level: 

data are current: 

data are retrospective: 

data are projected: 

data are longitudinal: 

data are derived from 
recordkeeping: 

auxiliary services: 

special tabulations will be made: 

report-generation c>«»abil1ty is 
available: 



V« 
No 

Yes (at the date of data collection) 

Yes 

No 

No 

Yes 

Yes (on allmlted basis) 
No 



PUBUCATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH* EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR SOOAL STAtrSTiqs 



AID TO FAMILIES WITH DEPENDENT CHILDREN (AFDQ 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION; 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



COST OF TAPE: 



^National Technical Information Service 
U.S. Department of Commerce 
Springfleld> Virginia 22151 
Phone: 703-^321-8543 

Mr. Howard Oberheu 

Department of Health* Education and Welfare 
National Center forSocial Statistics 
330 Independence Avenue, SW. 
Washington, D*C. 20201 
Rione; 202-245-8990 

To obtain hiformation about the demographic and program 
characteristics and flnanda] circumstances of a representative 
sample of all AFDC families, 

1967, 1969, 1971 and 1973 

About every 2 years. 

For 1973, a probability sample of 33,829 families drawn from 
the universe of AFDC families receiving an AFDC money 
payment In January 1973 (2,989,891) 

For families - family size, relationships, size of place of 
residence (SMSA> non^SA), race, resources, assistance and 
non-assistance income, time on assistance; for parents in home 
- ag^» level of education completed, employment status, 
occupation; for children -* age, school enrollment, reason fo: 
deprivation. 

S9750 per year - prepayment is required 



*To order, the following InforrDAtlon ii neoesswy (i) Desiicd tracki 4en«tj, aod panr>a2J A*,tC5sion Numbcj* PB241034 for 1967. 
PB23U77 for 1969, PB23t240 for 197U PB241033 for 1973, 
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AID TO FAMILIES WITH DEPENDENT CHILOREN O^FDQ 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUMUARY SERVICES: 
SPECIALTABULATIONSWILLBEMADE; 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE. 



Yes (for 33 States only) 
No 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

No 
No 



Yes (contact National Center for Social Statistics, Social and 
Rehabilitation Service, Department of Health. Education and 
Wel&r«, 330 Independence Avenue, SW., Washington, D.C. 
20201) 
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NATIONAL ARCHIVES AND RECORDS SERVICE 



DEPARTMENT OF LABOR, MANPOWER ADMINISIRAllON, NATIONAL 
LONGITUDINAL SURVEY - YOUNG MEN, YOUNG WOMEN, OLDER 
MEN, AND OLDER WOMEN 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 

PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Mr. Charles Gellert 

National Archives and Records Service 

Machine Readable Archives Division 

Washington, D.C. 20408 t 

Phone:202-376-8808 

Mr. Charles Gellert 

National Archives and Records Service 
Machine Readable Archives Division 
Washington, D.C. 20408 
Phone:202-376-8808 

To study the educational and labor market experience of 
selected groups within the U.S. population. 

Young Men, 1966-69; Young Women, 1968-70; 
Older Men, 1966-71 ; Older Women, 1967-71 

Periodic 

A National sample of selected groups consists of 5,225 young 
men, 5,159 young women, 5,020 older men, and 5,083 older 
women. 

Up to 2,246 variables per respondent including personal and 
family information (race, age, f^ily size, marital status, 
Income), employment and educational status and expenence, 
attitudes, plans, and potential or actual mobility. 

$60 per reel-number of reels depends on user's technical 
specifications. 
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DEPARTMENT OF LABOR, MANPOWER ADMINiSTRATlON. NATIONAL 
LONGITUDINAL SURVEY - YOUNG MEN, YOUNG WOMEN. OLDER 
MEN, AND OLDER WOMEN 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



No 
No 

Ye s (at the date of data collection) 

Yes 

Yes 

Yes 

No 

Yes (on a limited basis) 
No 



Yes (from the Superintendent of Documents, Govenmtent 
Printing Office, Washington, D.C.) 
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MANPOWER SUPPLY AND DEMAND 



Civil Service Commission 137 

Central Personnel Data File 1 37 

Executive Inventory 139 

Federal Automated Career System 141 

Departinent of tabor - Bui^u of Labor Statistics 143 

Industry-Occupational Ernployment Matrix 143 

Wage and Salary Worker Employment Data 145 

Department of Health, Education, andWel&ie/Health Resources Adminlstiation 147 

Area Resources File 147 

Inventory of Optometrists 149 

Inventory of pharmacists 151 

Ertergy Research and Development Administration 153 

Nuclear Related Technician Survey for the Region Served by the Southern Interstate Nuclear Board 153 

Nuclear Related Technician Survey for the Regjon Served by the Western Interstate Nuclear Board 1 55 
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a YIL SERVICE COMMISSION 



CONTACT FOR TAPE ACCESS: 



CENTRAL PERSONNEL DATA FILE (CPDF) 

Dr. FMip A. D. Schneider 
Uj. Civil Service Cominission 
Directorate for Manpower InfoimaUon 
1900 E Street, NW. 
Washington, D.C 20415 
Phone: 202-632-6808 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF TAPE: 



Dr. Philip A- D. Schneider 
U.S. Civil Service Commission 
Directorate for Manpower Infoimation 
1900 E Street, NW. 
Washington, D.C. 2041S 
Phone; 202-632-6808 

To provide a compreliensive basis for statistical analysis of the 
Federal civilian workforce for personnel management informa* 
4ion. 

Data are collected continuously 
File Is updated monthly 

Complete enumeration of the universe includes all United 
States citizens employed by Federal agencies serving in the SO 
States, the Distdct of Columbia, and various outlying areas of 
the United States. There are approximately 2,800,000 records. 

Educational level, year of highest degree, academic discipline 
by sex, handicap, agency, occupation, geographic area, salary, 
and work sdiedule (Mistime, part*time, intermittent) 

$3S per reel -10 reels 
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CENTRAL PERSONffEL DATA FILE (CPDF) 



DATA CHARACTERISTICS 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUnUARY SERVICES 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

Yes (cost Teimbursable) 
Yes (cost reimbursable) 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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aVIL SERVICE COMMISSION 



EXECUHYE INVETfTORY 



CO^^TACT FOR TAPE ACCESS; 



CONTACT FOR GENERAL INFORMATION: 



OBIECnVES; 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



COST OF TAPE; 



Dr. Philip A. asdineidei 

Civil Service Commis&ion 
Dtxectorate for MdnpoWer 
1900 £ Street, NW. 
Washington, DXJ, 20415 
Phone:202-632-6808 

Mr, Henry Ulrich 

U^, Civil Service Commission 

1900EStreet,NW, 

Washington, D.C. 20415 

Phone; 202-632-6820 

To provide a centralized Government-wlde data base to assist In 
staffing senior level (GS 16*18) positions and to provide 
statistical Information on this group. 

Continuous 

Ciirrent month minus zero - 24 months 

Complete enumeration of the universe of all Federal employees 
in grades 15 through 18. Hiere are approximately 50,000 
recoids in this data base. 

Educational level, type of degree, year granted, academic 
major/minor, type of honors, name of Institution granting 
degree; similar Information for non^degree education; by past 
experience. Interest In training. Interest In future empioyment, 
other personnel data. 

$40 per red - 9 reels In the Master file 

3 reels In the Screening File 
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EXECimVE INVENTORY 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERAIION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at th9 dato of data collection) 

No 

No 

No 

Yes 

Yes (cost*reimbursable) 
Ye5 (cost'ietmbuisable) 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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OVIL SERVICE COMMISSION 



FEDERAL AUTOMAIBD CAREER SYSTEM (FACS) 



CONTACT FOR TAPE ACCESS: 



Dr. Philip A. a Schneider 
VS^ Civil Service Commission 
Directorate for Manpower Information 
190OEStreet,NW, 
Washington.aC. 20415 
Phone: 202^32-6808 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES; 



Mr. Albert Wdiard 
U.S. Civil Service Commission 
1900 E Street, NW, 
Washington, DC, 20415 
Phone: 202-632*7778 

To provide a centralized govemment^wide data base to assist in 
recruiting and staffing mid^level positions in selected occupa* 
tions. 



DATE(S) OF DATA COLLECTION: 



PERIODiaXY OF DATA COLLECTION: 



METHODOLOGY: 



SIGNIFICANT VARIABLES: 



Updated every 18 months with 16 selected data elements 
updated monthly 

Updated every 18 months with 16 selected Data elements 
updated monthly 

Complete enumeration of the universe of all Federal employees 
in the personnel management and industrial relations caieei 
field in grades II throu^ 15; all employees in the general 
administrative and clerical career fields, the accounting and 
budget career fields, the engineering and architecture career 
fields, the business and industry career fields, and the mathe* 
matics and statistics career field, in grades 13 and M.Tliere are 
approximately 50,000 records in this database. 

Educational level, year of hi^st degree, academic discipline 
by personnel data, experience data, employment interest data, 
geographical preference, interest in working with other State/ 
local governments* 



COST OF TAPE: 



$40 per reel 
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FEDERAL AUTOMATED CAREER SYSTEM (FACS) 



DATA CHARACTERISnCS 

DATA CAN BE ACCESSED 
AT STATE LEVEL- 
DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 



Yes 



Yes (at the <iate of <lata collection) 

No 

No 

No 

No (for most questions) 

Yes (cost-reimbursable) 
Yes (cost-reimbursaUe) 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF LABOR/BUREAU OF LABOR STATISTICS 



INDUSTRY^OCCUPATIONAL EMPLOYMEISFT MATRIX 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES; 

DATE<S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION; 
METHODOLOGY; 

SIGNIFICANT VARIABLES: 



COST OF TAPE; 



Mr.Geoig^ Silvestrl 

Onice of Manpower Structure and Trends 
Bureau of Labor Statistics 
441 G Street, WW. 
Washington, D.C. 20212 
fhout: 202*523*1512 

Mn Qtor& Silvestn 

Offtce of Manpower Structure and Trends 
Bureau of Labor Statistics 
441 G Street, NW. 
Washington, D.C. 20212 
Phone; 202-523-1512 

To provide occupational estimates for teachers and librarians, 

1970 

Periodic 

A 20 percent random sample was diawn from the U.S. 
population of 203,211,926. 

Distribution of 470 occupations or occupational groups in 260 
industries for 1970 and 1980; data for the Nation, 50 States, 
and the District of Columbia, and SMSA's above 250,000 are 
available. Relevant occupational estimates include those for 
teadiers and librarians; industrial detail of value include 
elementary and secondary education servK^es, colleges and 
universities, and libraries. 

Cost reimbursable - I reel 
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INDUSTRY-OCCUPATIONAL EMPLOYMENT MATRIX 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJIECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECO^^i)KEEP^NG: 

AUXiUARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABiLlTY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data coUection) 

No 

Yes 

No 

No 

Yes (at cost) 
No 



PUBUCATIONS ARE AVAILABLE: 



No (available at a future date) 
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DEPARTMENT OF LABOR/BUREAU OF LABOR STATISTICS 



WAGE AND SALARY WORKER EMPLOYMENT DATA FOR EDUCATIONAL SERVICES AND 
STATE AND LOCAL GOVERNMENT EDUCATION INDUSTRIES 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 

PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. Steve Lubin 
Office of Survey Management 
Bureau of Labor Statistics 
441 G Street, NW, 
Washington, D,C 20212 
Phone: 202*323*1434 

Mr. Gerald Stordi 

OfGce of Manpower Structure and Trends 
Bureau of Labor Statistics 
441 G Street, NW- 
Washington, or, 20212 
Phone: 202-523*1364 

To provide employment data for educational services and for 
State and local government education industries. 

Mbnthf/ beginning 1939 for States, I9S8 for most areas, ^d 
' 1955 for the Nation 

Monthly 

160,000 monthly reporters of Unemployment Insurance (UI) 
records (from a universe of about 3,889,000 were sampled, 
proportional to the size of the establishment. 

Published employment (all employees and women) data for the 
Nation, 50 States, the District of C^lun^ia^ and 220 Labor 
Areas are available for educational services and for State and 
local government education industries. 

$100 per reel - 1 reel per year 



ERIC 



143 

148 



WAGE AND SALARY WORKER EMPLOYMENT DATA FOR EDUCATIONAL SERVICES AND 
STATE AND LOCAL GOVERNMENT EDUCATION INDUSTRIES 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXIUARY SERVICES: 

SPECIAL TABUUTIONS WILL BE MADE: 

REPORT-GENERATION CAPABIUTY IS 
AVAILABLE; 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

No 

No 
No 



PUBUCATIONS ARE AVAiUBLE: 



Yes 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/HEALTH 
RESOURCES ADMINISTRATION 



AREA RESOURCES FILE (ARF) 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE<S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



Mr* Howard V* Stambler 

Ehpaitment of Health^Educatton, and Welfare 

Health Resources Administration 

9000 RocfcvfllePike 

Bethesda, Maryland 20014 

Phone: 301*496^935 

Mr. Roger Cole 

Bureau of Health Manpower 

Department of Healthy Education, and Welfare 

9000 Rockville Pike 

Bethesda, Maryland 20014 

Phone: 301-443^1178 

To provide information on distribution of health resources by 
county. 

1973 

Quarterly 

3,074 counties in the country, except Alaska where election 
and judicial districts were surveyed instead of counties* 

Total and/or active Mi}/s, D*0/s^ dentists^ optometrists, 
pharmacists, podiatrists, registered nurses, and practical nurses; 
estimates of numbers in training programs, enrollment, and 
graduates in each category; intern and residency programs in 
selected specialties; junior colleges, colleges, and universities; 
and aid to dependent children recipients. (All data elements are 
not available each quarter.) 



COST OF TAPE: 



Cost-^reimbursable 
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AREA RESOORCES FILE (ARE) 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE-LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUMUARY SERVICES: 

SPECIAL TABUUTIONS WILL BE MADE. 

REPORT-GENERATION CAPABIUTV IS 
AVAILABLE: 



Yes 

Yes(at coun^level) 

Yes (at the date of data ooilection) 

No 

No 

Yes (in most cases) 
No 

Yes (at cost, on a limited basis, based on manpower 
No 



PUBLICATIONS ARE AVAILABLE: 



No 
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DEPARTMENT OF HEALTH, EDUCATION* AND WELFARE/HEALTH 
RESOURCES ADMINISTRATION 



INVENTORY OF OPTOMETRISTS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION : 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 



Mr. Howard V. Stambler 

E)epartnient ofHealth, Education, and Welfare 

Health Resources Administration 

9000 Rockvilie Pike 

Betiiesda, Maryland 2(X)14 

Phone: 301496^935 

Mr. Howard V. Stambler 

Department of Healthy Education, and Welfare 

Health Resources Administration 

9000 Rockvilie Pike 

Bethesda, Maryland 20014 

Phone: 301496^935 

To inventory all licensed optometrists in the United States to 
gather data on basic demographic characteristics^ geographic 
location^ education^ and patterns of practice. 

October 1972 December 1973 

Triennial 

Complete enumeration of the universe of 21,700 total optome* 
tristsand 19406 active optometrists. 

Name of optometry schools, degrees earned in addition to the 
optometric degree, and highest level of formal education 
attained. 



COST OF TAPE: 



$100 
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INVENTORY OF OFTOMETRISIS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES*. 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 

-Yes 

Yes (at the date of data collection) 

No 

No 

No 

No 

Yes (on a limited basis) 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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DEPARTMENT OF HEALTH, EOUCATIdN, AND WELFARE/HEALTH 
RESOURCES ADMINISTRATION 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



INVENTORY OF PHARMACISTS 



Mr. Howard V. Stambler 

Department of Health, Education, and Welfare 

Health Resources Administration 

9000 Rockville Pike 

Bethesda, Maryland 20014 

Phone:301496-6935 

Mr, Howard V. Stambler 

£}epaitnient of Health, Education, and Welfare 

Health Resources Administration 

9000 Rockville Pike 

Bethesda, Maryland 20014 

Phone; 30M96^93S 

To inventory all registered pharmacists in the United States to 
gather data on basic demographic characteristics, geographic 
location, education, and patterns of practice. 

December J972-June 1974 

Triennial 

Conifilete enumeration of the universe of 150,000 total 
pharmacists and 120,000 active ptiarmadsts. 

Name of pharmacy school, first professional degree earned, 
year of degree, length of undergraduate pro-am, formal 
advanced training, and graduate degrees. 

5100 
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INVENTORY OF PHARMACISTS 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 



DATA CAN BE ACCESSED 
BELOW ST ATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

No 

Yes (on a limited basis) 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION 



NUCLEAR REUTED TECHNiaAN SURVEY FOR THE fafiGION SERVED 
BY THE SOUTHERN INTERSTATE NUCLEAR BOARD 

CONTACT FOR TAPE ACCESS: Mr. Urry L Barker 

University and Manpower Development Programs 
Energy Research and Development Administration 
20 Massachusetts Avenue, NW. 
Washington, D.C. 20545 
Phone: 202*3764678 

CONTACT FORGENERAL INFORMATION: Mr. Lany L Barker 

University and Manpower Development Ftogxams 
Energy Research and Development Administration 
20 Massachusetts Avenue, NW. 
Washington, D.C. 20545 
Phone; 202*3764678 

OBJECTIVES: To provide detailed information on the demand for and supply 

of basic types of nuclear related technicians in the Southern 
Region and to provide projections of the balance, future 
additional demands and additional supplies of nuclear*related 
technicians. 

DATE(S) OF DATA COLLECTION: January 1973 

PERIODICITY OF DATA COLLECTION: One-time 

METHODOLOGY: Complete enumeration of the universe of47S establishments in 

the Southem Interstate Nuclear Board Region which train, 
and/or employ tectiniciails that require nnclear or radiation 
background in order to perfonn their duties. The survey 
universe was furnished by the Southern Interstate Nuclear 
Board. 

SIGNIFICANT VARIABLES: Nuclear related technlciaA employment as of January 1, 1973; 

estimated additional technician needs; attrition and growth 
separated for the caiend4r years 1973, 1974, 1975, and 1976 
by technician Qceupatfon;in*house training programs; length of 
program(s); number of anticipated graduates in calendar year 
1973-1976; formal trainli^ programs and duration of programs; 
enrollment as of January 1, 1973; estimated number of 
graduates for 1973. 1974, 1975, 1976. 

COST OF TAPE: Cost reimbursable - One reel 



153 



156 



NUCLEAR RELATED TECHNICIAN SURVEY FOR THE REGION SERVED 
BY THE SOUTHERN INTERSTATE NUCLEAR BOARD 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL; 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE; 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING; 

AUXILIARY SERVICES; 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE; 



Yes 
Yes 

Yes (at the date of data collection) 

No 

Yes 

No 

Yes (for some institutions) 

No 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION 



NUaEAR RELATED TECHNICIAN SURVEY FOR THE REGION SERVED 
BY THE WESTERN INTERSTATE NUCLEAR BOARD 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES; 



DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



Mr* Larry L. Barker 

Energy Research and Development Administration 
Uiiversity and Manpower E>evelopment IVograms 
20 Massachusetts Avenue, NW, 
Washington, DX:. 20545 
Phone; 202-3764678 

Mr, Larry U Barker 

Energy Research and Development Administration 
Ibiiversity and Manpower Development Programs 
20 Massachusetts Avenue, NW. 
Washington, DX:, 20545 
Phone: 202-3764678 

To provide detailed mfortnation on the demand for and the 
supply of basic types of nuclear^ related technicians m the 
Western Regjon and to provide projections of the balance, 
future additional demands, and additional supplies of nudeap 
related tedtnicians* 

January i975 

One-time 

Complete enumeration of the universe of 1,025 establishments 
in the Western Interstate Nuclear Board Region whic^ em^ 
ploy and/or train technicians that require nuclear or radi^ 
ation background m order to perform their duties* Tht 
survey universe was furnislied by the Western Interstate 
Nuclear Board* 

Nuclear related technician employment as of January 1, 1975; 
estimated additional technician needs; attrition and growth 
separated for the calendar years i975, 1976, and 1977 by 
technician occupation; in^house trammg programs and length of 
program(s); number of anticipated graduates in calendar year 
19754978; formal tiaintng programs and duration of programs; 
enrollment as of January 1, 1975; estimated number of 
graduates 1974, 1975, 1976, 1977* 



COST OF TAPE: 



Cost^relmbursable 
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NUCLEAR RELATED TECHNICIAN SURVEY FOR THE REGION SERVED 
BY THE WESTERN INTERSTATE NUCLEAR BOARD 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT; 

DATA ARE RETROSPECTIVE; 

DATA ARE PROJECTED; 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING; 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 
AVAILABLE: 



Yes 
Yes 

Yes (at the date of data collection) 
No 

Yes (for some questions) 
No 

Yes (for some institutions) 

i^o 
No 



PUBLICATIONS ARE AVAILABLE: 



Yes 
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UBRARIES 



fiage 

Depcrttwnt of Health, Education, and WeUto/Nationd Center for Edu(»HonS^ 159 

Klgjier Echicatlon General Information Survey (HEGIS) - College and Unlversl^ Libraries 159 

School Ubrary Media Centers (UBGB I) 161 

Survey of Public Ubrarles 163 
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DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



HIGHER EDUCATION GENERAL INFORMATION SURVEY OlEGIS) - COLLEGE 
AND UNIVERSITY LIBRARIES 

. CONTACT FOR TAPE ACCESS: Mr, Robert A, Heintze 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maiyiand Avenue, SW, 
Washington, D.C, 20202 
Phone: 202-245-8460 

CONTACT FOR GENERAL INFORMATION: Dr, Frank Schick 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, aC, 20202 
Phone: 202-245-8638 

OBJECTIVES: To provide specific data needed by the Office of Education and 

its Bureau of Libraries and Learning Resources to help identify 
the institutions participating in title HI, Library Services and 
Construction Act. 

DATE<S) OF DATA COLLECTION: Fall 1973 (available mld-1976) 

PERIODICITY OF DATA COLLECTION: Biennial 

METHODOLOGY: Complete enumeration of the universe of 3,015 public and 

nonpublic 2- and 4'year institutions of higher education. 
Starting in 1972, the universe consists of all these institutions 
and their branches. 

SIGNIFICANT VARIABLES: Resources, physical facilities, staffing pattern, salaries and 

wages, number of employees, level of education^! attahunent, 
current expenditures, and number of learning resource centers* 

COST OF THE TAPE: $ 94 per reeUl600 BH)- 

$120 per reel (800 BPI)- 
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RiGHER EDUCATION GENERAL INFORMATION SURVEY (HEGIS) - COLUBGE 
AND UNIVERSITY LIBRARIES 



DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS Wia BE MADE. 



REPORT-GENERATION CAPABILITY B 
AVAILABLE: 

PUBLICATIONS ARE AVAILABLE. 



Yei 
Yes 

Yes(8t the date of data colicctioa) 

No 

No 

Yes (excopt for some questioni) 
Yes 



Yes, at cost, based on available manpower resources; contact 
Mr. Richard HeUbron. DHEW/NCES. 400 Maryland Avenue, 
SW., Washington, D.C. 20202 Rione: 202-243^760 



No 



Yes, single copies aie available fiom References, Estimates, and 
PiojecUons Branch, DHEW/NCES. 400 Maryland Avenue, SW., 
Washington, D.C. 20202 Phone: 202.24S-8824 
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DEPART7HENT OF HEALTH, EDUCATION, AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



SCHOOL UBRARY MEDU CENTERS (UBGIS I) 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 

METHODOLOGY: 
SIGNIFICANT VARIABLES: 

COST OF THE TAPE: 



Mr, Robert A Heintze 

Department of }kalth> Education^ and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW, 
Washington, DX, 20202 
Phone: 202'245-8460 

Dr. Frank Schick 

Department of Health, Education, and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW, 
Washington, DX. 20202 
Phone: 202-245*8638 

To obtain information on resources, finances, and employees of 
school lH)raiy media centers* 

1974 (available mid-1976) 
Periodic 

Sample of 3»S00 public elementary and secondary sdiools In 
the U.S, and outlying areas (out of a universe of 84,000). 

lype and level of school, libraries and media centers, employees 
by level of education and full- or part-time status, print and 
nonprint resources,and expenditures. 

$ 94 per reel - 1600 B*PX - 1 reel 
$120 per reel - 800 B J.L - 1 reel 
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DATA CHARACTERISTICS: 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE: 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 



SCHOOL UBRARY MEDIA CENTERS (LlBGIS I) 

Yes 
Yes 

Yes (at the date of data coUection) 
No 
No 
No 
Yes 



AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: No 

REPORT-GENERATION CAPABIUTY IS No 
AVAILABLE: 

PUBUCATIONS ARE AVAILABLE: No 
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DEPARTMENT OF HEALTH, EDUCATION* AND WELFARE/NATIONAL CENTER 

FOR EDUCATION STATISTICS 



SURVEY OF PUBUC UBRARIES 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION: 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 



SIGNIFICANT VARIABLES: 



COST OF THE TAPE: 



Mr. Robert A. Heintze 

Department of Health^Education* and Welfare 
National Center for Education Statistics 
400 Maryland Avenue^ SW. 
Washington^D.C. 20202 
Phone: 202-245-8460 

Dr. Frank Schick 

Department of Healthy Education^ and Welfare 
National Center for Education Statistics 
400 Maryland Avenue, SW. 
Washington, DX. 20202 
Phone:202-245-8638 

To provide public library statistics which can be used nationally 
for planning puiposes of the Ubraiy Services and Construction 
Act (administered by the Bureau of Libraries and Learning 
Resources). 

1973Cavailable^mid*I976) 
Triennial 

Complete enumeration of the universe of 7^600 libraries in the 
United States for all areas of the U^. with 25>000 inhabitants 
or more. Includes but docs not distinguish nonconsotidated 
public library ^sterns 0^.» public library systems composed of 
\two or more locally autonomous libraries) from public libraries. 

Name and location of library service outlets^ population of area 
served^ number of volumes of books and serials stocked^ 
number and volumes of book stock and serials l«nt during the 
year by type of loan transaction^ number and type of filled and 
vacant positions and number of positions Hlled by employees 
holding a 5th<year degree in librarianship, and operating 
receipts and expenditures during the fiscal year. 



$94 per reel (1600 BPl) - 1 reel 
$120 per reel (800 BPI)"1 reel 



ERLC 



163 

l6o 



SURVEY OF PUBLIC LIBRARIES 



DATA CHARACTERISTICS; 

DATA CAN BE ACCESSED 
AT STATE LEVEL: 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL: 

DATA ARE CURRENT: 

DATA ARE RETROSPECTIVE; 

DATA ARE PROJECTED: 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUXILIARY SERVICES: 

SPECIAL TABULATIONS WILL BE MADE: 

REPORT-GENERATION CAPABILITY IS 

available: 

k;blications are available. 



Yes 
Yes 

Yes (at the date of data collection) 

No 

No 

No 

Yes 

No 
No 



Yes, single copies are available from References, Estimates, and 
Projections Branch, DHEW/NCES, 400 Mar)4and Avenue, SW., 
Washington, D.C. 20202 Phone: 202*245-8824 
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FEDERAL OUTLAYS FOR EDUCATION 

Page 

NaUonalArchiTCS and Records Service . _ , , * 167 

OfTloe of Economic Opportunity - Federal Outlays I67 
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NATIONAL ARCHIVES AND RECORDS SERVIQE 
OFFICE OF ECONOftKC OPPORTUNITY, FEDERAL OUTLAYS 



CONTACT FOR TAPE ACCESS: 



CONTACT FOR GENERAL INFORMATION; 



OBJECTIVES: 

DATE(S) OF DATA COLLECTION: 
PERIODICITY OF DATA COLLECTION: 
METHODOLOGY: 

SIGNIFICANT VARIABLES: 
COST OF TAPE: 



Mr. Charles Gellert 

National Archives and Records Service 
Machine Readable Archives Division 
Washington, D.C. 2040S 
Phone: 2Q2-37&S808 

Mr. Charles Gellert 

National Archives and Records Service 
Machine Readable Archives Divtstoa 
Washington, D.C. 20408 
Phone: 202-376-8808 

To report Federal expenditures at the State, county^ and city 
level by agency, program, function, and appropriation. 

Fiscal y«^r 1968 to fiscal year 1974 

Annual 

Complete enumeration of the universe of all Federal progratns 
in all a^ncies. 

Locality, program, function, appropriation, and agiency. 

$60 per output reel - number of reels varies with user needs, 
year. State or city flies 
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OFFICE OF ECONOMIC OPPORTUNITY. FEDERAL OUTLAYS 



DATA CHARACTERISTICS: 

DATA CAN BB ACCESSED 
AT STATE LEVEL; 

DATA CAN BE ACCESSED 
BELOW STATE LEVEL; 

DATA ARE CURRe^T: 

DATA ARE RETROSPECTIVE; 

DATA ARE PROJECTED; 

DATA ARE LONGITUDINAL: 

DATA ARE DERIVED FROM 
RECORDKEEPING: 

AUHUARY SERVICES; 

SPECIAL TABULATIONS WILL BE MADE; 

REPORT-GENERATION CAPABiUTY IS 
AVAIUBLE: 



Yes 
Yes 

Yes (at the date of data coliectioti) 

No 

No 

No 

Yes 

Yes (on a limited basis) 
No 



PUBLICATIONS ARE AVAIUBLE: 



No 



168 



ERLC 



169 



APPENDIXES 

Appendix 1 , Meniber Agpndes of the Federal Interagency Consortium of 

Users of Education Statistics 171 

Appendix2, Screening Criteria for Inclusion in the Directory 173 

AppencQx 3. Reporting Form for Data Base Pcicriptlon 175 

Appendix 4* Agency Index 177 



Appendix 1. 



MEMBER AGENCIES OF THE FEDERAL II^ERAGENCY CONSORTIUM 
OF VJSERS OF EDUCATION STATISTICS 

ACTION 

CivU Service Commission 
Cbngiessional Cbmmittees 
Senate Committee on Labor and Public Welfare 

Senate Subccmmiittee on Education/Committee on Labor and Public Welfare 
Senate Committee on Appropriations 
House Committee on Education and Labor 

House Subcommittee on Qementary and Secondary, Vocational Education/Committee on Education and Labor 

House Subcommittee on Labor-HEW/Committee on Appropriations 

House Special Subcommittee on Education/Committee on Education and Labor 

Senate Subcommittee on Labor-HEW/Committee on Appropriations 

Senate Subcommittee on Handicapped/Cbmmittee on Labor and Public Welfare 
Council of Economic Advisers 
Department of Agriculture 
Department of Commerce/Census Bureau 
Department of Defense 

Department of Health, Education, and Welfare/Assistant Secretary for Planning and Evaluation 

DHEW/ Alcohol, Drug Abuse, and Mental Health Administration 

DHEW/Health Resources Administiation 

DHEW/National Center for Education Statistics 

DHEW/Nationai Center for Health Statistics 

DHEW/National Center for Soda! Statistics 

DHEW/National Institute of Education 

DHEW/National Institutes of Health 

DHEW/Nadonal Institute of Mental Health 

DHEW/Omcc for Ovil Rights 

DHEW/OflEfce of Child Development 

DHEW/OfBce of Education 

Department of Housing and Urban Development 

Department of the Interior/Bureau of Indian Affain 

Department of Justice 

Department of Labor/Assistant Secretary for Planning, Evaluation^ and Research 

Department of Labor/Bureau of Labor Statistics 

Department of Transportation 

Energy Research and Development Administration 

Environmental Rrotection Agency 

Equal Employment Opportunity Cbmmlssion 

Federal Tmde Commission 

General Accounting OfTlce 

library of Cbngres^/Congressional Research Service 

National Aeronautics and Space Administration 

National Endowment for the Arts 

National Endowment for the Humanities 

National Academy of Sciences 

Smithsonian Institution 

State Department 

Veterans Adtninistmtion 

Observers 

Federal Communications Commission 
Office of Management and Budget 
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Appendix 2. 



SCREENING CRITERIA FOR INCLUSION IN FIRST EDITION OF 
DIRECTORY OF COMPUTERIZED EDUCATION DATA BASES 



Survey Chmacteristks 



Content (Includes both public and nonpublic institutions) 



Either national utiWeise or national sampIe*(Sam- 
ple may be oomposed of nationally sampled 
legions, States, SMSA's, counties, cities. Census 
blocks or tracts) 



Preschool 



Elementary Education 



Secondary Education (Includes vocatlonal^technlcal programs) 



Vocational/Technical Education 

Adult/Contlnuing Education 
Extension Education 
Libraries and Museums 

Special Populations (including education for the handicapped, 
gifted, culturally deprived, billngvtat, aged, foreign and ex*^ 
change students, refugees) 

Manpower Supply and Demand includes: 

(1) collective bargaining data and 

(2) manpower supply and demand data If data concern the 
educational institutions and/or background of the Individuals — 
e.g., years of schooling completed, highest degree earned 



Data must be available In non*confJdent]al form 



General purpose only - program data only if 
useful for general purposes 



Postsecondary Education 
Higher Education 
Adult Education 

Career/Occupational (Includes proprietary) 
Other 



NOTE.-Data may be derived from lecuning or onemme suiveyi* 
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Appendix 3. 

REPORTING FORM FOR DATA BASE DESCRfPTION 

L IDENTinCAIlON OF DATA 
A. NAME OF DATA BASE 

NAME OF DATA FILES WITHIN DATA BASE, IF ANY 

n. CONTACT(S) FOR DATA: Name, agency, buieau, dividod, branch, address, and phone nunibeT for peison(s) 
who can answer questions regarding the content o/and the (tccess to the data 

A. CONTACT(S) FOR DATA BASE (GENERAL INFORMATION OR OVERVIEW) 

B. CONTACTCS) FOR DATA FILES flNFORMATION PERTAINING TO SPECIFIC FILE) 

ni. ABSTRACT OF DATA BASE 

Include at least the following information: 

- Ol>iectWes of the study 

- Date the survey was taken 

- Penod(s) covered by the survey (l^e.^ date(s) to which the data apply) 

- Periodicity of survey (e^., monthly , annua!, quinquennial) 

- If con.plete enumeration of the universe: so state and describe the universe and specify the size of the 
univcrje; or^ 

- If sampk: describe the type of sample (e.g.^ stratified by age, race^ sex)» the universe from which the sample 
was drawn, and the size of the sample and the size of the universe from which the sample was drawn 

- Specify the Iev«l(s) of education (e^.^ elementary, secondary, higher, vocational-technical, adult/con* 
tinuing, special education) 

- Name the significant variables (not at the data element level, however) 

- Specify the unit of data collected: individual (student^ staff); school or Institution, school district, school 
system, target group, etc. 

- Specify the geographic scope of the data collected (Nation, region. State, SMSA, county, dty. Census 
block. Census tract) 

17^ 
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IV. DATA CHARACtEWSnCS (AT DATA BASE LEVa) 

- Tltereaieconfldentlatityrestrictlom 

- Tipe h pflrtialiy edited 

- Data can be aes^egated at State level 
" Data can be aegjegated below State level 

- Data retrospective 

- Data are current 

- Data are longitudinal 

- Data are projected 

- Data are derived from recordkeeping activities 

- Ifsanjple, there Is (aift) control group(s) 

V. PRODUCT AND TECHNICAL DOCUMENTATION 

A. TAPE: Number of reels and cost per reel 

B. TECHNICAL DOCUMENTATION AVAILABLE: Tape format must be available 

- Slate whether survey form is available, if available, specify cost if any and contact for obtaining form Of 
different from part II) 

- Specify what other technical documentation is available and costs 

C. AUMUARY SERVICES 

Yes No Remarks (for 

- Special tabulationswill be made example, special 

tabulations can 

- Special analyses will be made be made on a 

ihnited basis) 

- Report*generationcapahiI]^ Is available 

- Publicationi and/or printed reports are available 



Yes No Remarks about 
exceptions (for 
example^at 
file level) 
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Ai>endix4 
AGENCY INDEX 



IKbtribotiag Agency 

Ovil Service Commission (CSC) 

Department of Commerce/Census Bureau (Census) 

Department of Health, Education, and Welfare 
Healtti Resources Adidnlstiatlon (DHEW/HRA) 
National Center for Education Statistics ^HBW/NCES) 



NaUonal Center for Health StatlsUcs (DHEW/NCHS) 
National Center for Social Statistics (DHEW^CSS) 
National Institute of Education (DHEW/NIE) 
Office for avil Rights (DHEW/OCR) 
Ofiice of Education 

Department of Ubor/Bureau of Labor Statistics (BIS) 

Energy Research and Development Administration (BRDA) 

National Archives and Records Service (NARS) 

National Sdence Foundation (NSF) 



Rige Number 
137,139, 141 
107» 109 



111,113,147,149, 151 
13, 15,17,19,21,23, 
25,27,29,31,33,35, 
37,39,51,53,55,57, 
59,61,63,65,67,69, 
71, 73, 115, 117, U9, 
159, 161,163 
121,123,125,127, |29 
131 

41,43,75,77,79 
45,81 
83, 85, 87,89 

143, 145 

91,93.153,155 

47, 95,133, 167 

97,99,101, 103 
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If you would like to be added to our mailing list to receive information about the 
activities of the Federal Interagency Consortium, please send your name, organizational 
afftliation, address (include ZIP code), and phone number (include area code) lo 



Statistical Systems Branch 

National Center for Education Statistics 

Department of Health, Education, and Welfare 

400 Maryland Avenue, S\V, 

WasNngton.D.C. 20202 

Phone:202-245-8761 
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